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Price 15 Cents 























REG.US. PAT. OFE 


TEX ACO 


Petroleum and its products 
HIGH GRADE UNIFORM QUALITY 


Gasoline 
Naphtha 
Kerosene 
Signal Oils 
Distillates 
Gas Oils 
Spindle Oils 
Motor Oils 
Engine Oils 
Machine Oils 
Dynamo Oils 
Red Oils 
Pale Oils 
Floor Oils 


Paraffin Oils 
Wax-Oil Stock 
Oil Soap 
Miners’ Oil 
Black Oil 

Car Oil 

Fuel Oils 

Diesel Fuels 
Bunker Oils 
Cylinder Oils 
Cylinder Stocks 
Gear Lubricants 
Wire Rope Lubricants 


Waxes 


Asphalts 

Road Oils 
Asphalt Cement 
Pipe Coating 
Greases 

Cup Grease 
Gear Grease 
Axle Grease 
Solid Lubricants 
Petroleum Coke 
Metal Polishes 
Roofing Paper 
Roofing 

Roofing Cement 


THE TEXAS COMPANY 


NEW YORK 
17 Battery Place 


EXPORT DEPT: 


CHICAGO 
McCormick Bldg. 


HOUSTON 
The Texas Co. Bldg. 


Offices in Principal Cities 
17 Battery Pl., N. Y. C. 
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“STANOCOLA” 


(Trademark Reg. U. S. Patent Office) 


The ~~ of abggutaea 








Stanocola 


High Grade 


: a Lada 2mm 
Petroleum Products PETROLEUM Lubricating Oils 
\ pRopucTs 


Stanocola Burning Oil Stanocola Gasoline 





STANOCOLA PAVING ASPHALTS, ROAD OILS AND BINDERS, FUEL OIL 


MANUFACTURED AND MARKETED BY 


STANDARD OIL COMPANY OF LOUISIANA 


NEW ORLEANS, LA. 


MEMPHIS, TENN. NORTH BATON ROUGE, LA. 


LITTLE ROCK, ARK. 
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BUILT BY SOUTHWESTERN MECHANICAL COMPANY 


Structural Steel and Iron for Buildings | 


We solicit your inquiries on Tanks and other Refinery Equipment. Fort Worth being the 
-arest distributing point to oil fields of North Texas, enables us to make prompt deliveries and save 
ou freight and delivery. 


SOUTHWESTERN MECHANICAL COMPANY 


FORT WORTH, TEXAS 
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Look for the Red 


Label on your By 


~* “C 

: ° D a . gue 
- Belting and Packing <% 
4 eee 
a © —IJt means highest quality and durability aa. 
: Made and tested to stand the ah 
, wear and work of the onl fields vias 

> Red “Alamo” Hydraulic Packing = =x 


Red “Rex” Drilling Hose Be 
“Alamo” Friction Surface Belting + 
“Alamo” Rubber Valves : 
Steam, Air and Water Hose ne 
Cut Rings, Spiral and Rubber es 

In fact a general line of High Grade | 

Oil Field Rubber Goods and Sup- 


plies. Repair parts for all makes 
of pumps. 
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Dallas 


the Logical 


Headquarters for 
the Oil Interests 


of the 


Southwest 


Midway between the fields of Okla- 
homa and South Texas, and be- 
tween those of Louisiana and 


new Ranger field, Dallas is the : 


| Southwest. 





This Bank makes a specialty of handling the accounts 
of large oil concerns 


Correspond. nce Invited 


The American Exchange National Bank 
of Dallas 


Capital, Surplus and Profits - 
Assets over 


$ 3,500,000.00 
31,000,000.00 
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ural center of the oil industry of the 
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MADE IN TEXAS OIL FIELDS 
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LONE STAR 


RIG IRONS 


Combine every feature required by the most ex 
perienced operator in development of efficiency. 

LATEST APPROVED TYPE in Design, Mate- 
rial and Construction, No experiment at any stage. 
Why send 
ast for equipment manufactured at your door? 


No better made, regardless of price. 


Write For Descriptive Folder and 
Full Information 


MOSHER MFG. CO. 


DALLAS, TEXAS 


900 S. Lamar 
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he Safety Pulling Machine Go Oil Companies 
‘ ‘ | Who seek banking connec- 
: tions in the Mid-Continent 
7s field (Kansas-Oklahoma- 
or Texas) find par-excellent 
ry W the 


Exchange National 


of Tulsa 
Built on a pra tical knowl 
edge of the needs of th 
oil business, the Exchange 
has three exceptional 





point of advantage fot 


bla & 5 se ods eke large operators and for 
‘ dealers in oil well sup 
re THE SAFEST, STRONGEST AND MOST gon Ss 
POPULAR PULLING MACHINES gp etiges pacehing a 


impossible for smaller 


af the ON THE MARKET 


stitutions 
r Safety Pulling Machine on A Mast, 36 feet, full-length tim- 9 maintains a credit 
srs, semi-steel reel, safety-brake mechanism, extra broad gauge, ‘rd of oil men and 
ttached truck, good for 2,000 feet. firms that is unexcelled 
] \merica 


: ir Safety Special, same as above, with extra heavy mast tim- 


ers, good for 3,000 feet. Most real oil producers 











e also manufacture the Eclipse Pulling Machine on A Mast, r Exchal 
6 feet, full-length timbers, semi-steel reel, single brake, attached ™ 
truck, extra broad gauge. \ pol 
nk Sold by the Oil Well Supply Co., National from individuals and firm 
Supply Co., Jarecki Manufacturing Co., wa more detailed 
“a information on the s¢ 





Republic Supply Co., Bovaird Supply Co., 
or any supply company, or address 


THE SAFETY PULLING MACHINE CO. The Exchange National of Tulsa 


INDEPENDENCE, KANSAS ‘*Oklahoma’s Largest Bank’ Kesources Exceed $30,000,000 00 






































WHEN YOU Pull Rods—Sucker om Clamps— 


Casing Clamps—Belt Clamps—Swaged Nip- 


NEED BS vse: oo ples—Straight Nipples or Bull Plugs 


You can get them quick and at the right price 
by ordering from 


GEO. W. ARMSTRONG & CO. 


MANUFACTURERS 


FT. WORTH, TEXAS 
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| MUSKOGEE TOOL COMPANY 


“a OIL WELL DRILLING AND FISHING TOOLS 
FISHING TOOLS FOR RENT WILLIAMSPORT WIRE ROPE 


MAIN OFFICE ANQ WORKS WAREHOUSE BRANCH SHOP AT 
MUSKOGEE, OKLA. CISCO, TEXAS RANGER, TEXAS 
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McEvoy Wireless 
Well Strainer 


Pat'd Section Showing 
Construction 


Ist—The hole is drilled in the 
thick Pipe (ma 


2nd—The hole is reamed to §” / 
‘Alb aii ib" 
Wh hy it ah 
‘dibih ath 

We dite ith 
Deal ap 

HM als tty 


for two-thirds of its depth, yy» 
leaving that heavy shoulder. 
See That Shoulder? 


3d—The ‘‘McEvoy Wireless’’ § 
wrought-brass strainerqg~-gee 
plug is forced into the reamed J 
hole down to that shoulder 
by heavy pressure, then rivet- 
ed firmly in place. 
LOOK AT THOSE HEAVY RIVET MARKS 


a) Oy 
lath af a 
Vath aye itt 
tH athe ath th 
bath (qn tlh 





Manufactured By 


J. H. McEvoy & Co. 


Office and 
Factory 


Fiouston 
Texas 


307-11 Washington Ave. 











——-—— 

















Working Barrels 
Valves 
Balls and Seats 


Engine Brasses 


Pump Seats, Stems and Springs 
for all Pumps 


SUB TTe 


Southern Brass 


Mfg. Company 


HOUSTON, U. S. A. 





August 30 




















— For Rotary Rock Drill Bits 


Efficient force feed 


Reser 


Lubrication. 


Roller Bit Oil. 


Special collar for 
steep taper, coarse 


thread, bit and reamer 


shanks. 


You will never again 
need to ream a hole 


through whicha Reed 


Reamer has passed. 


The fastest 


cutting Rock 
Bit made. 


We are prepared to furnish these bits 
in any quantity. 


CATALOG UPON REQUEST 


Reed Roller Bit Co. 


Plant at 3600 Block Harrisburg Boulevard 
HOUSTON, TEXAS 


P. O. Box 353 Phone Preston 4391 
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THE LAST WORD IN REAMERS 





voir holds 4 gallons | 
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Full Steam 
Ahead 


tis for Service 


If ba N 


Lb DREADNATGR, HT LINE 


OE TR ORS cian “mamas NS: SE alle 








COMPLETE STOCKS AND QUICK SERVICE 


On Oil and Gas Well Supplies 
ELECTRIC STEEL CASTINGS 


“FROM A POUND TO A TON” 


Rotaries, Draw Works, Swivels, Traveling Blocks, Crown Blocks, Break- 
DREA DN AUGHT ing Out Tongs, Mud Mixers, Drilling Hooks, a Links, Slide Tongs, 


Drive Shoes, Drill Collars, Rotary Tool Joints, Casing Heads, Fish Tail Bits 


BEAUMONT cine OM PAN Y 









































THE GARDNER LINE “aire rnin 

and Power Pumps 
Gas Extraction 
Compressors 


Vacuum Pumps 


Garage Air Pumps 
For Filling Stations 





Heavy—Durable —Simple— Eff- 


cient and Economical 


Large asscrtment of types and 
sizes 


Pumps and Compressors for every 
service in oil field and refinery 


Half century of manufacturing 
experience 


THE GARDNER 
GOVERNOR CO. 


Department A 
GUINCY,; fLL.; U- S.A 





Agencies Everywhere 


OIL LINE PUMP 





Atlas Supply Company, Tulsa, Okla. Prcducers Tool & Supply Company, Fort Worth, Texas 
Atlas St pply Company, Fort Worth, Texas Wagner Supply Company, Ranger, Texas 
Murray Company, Dallas, Texas . W. Heitmann Company, Houston, Texas 
Hardwicke-Etter Company, Sherman, Texas AUTOMATIC GARAGE AIR UNIT 
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WE HAVE developed the larg- 
est supply house in the South- 
west because we maintain complete 






stocks of everything for oil wells. 


We know the needs of the oil field 


thoroughly, and each order of yours 
benefits from our intimate knowl- 













Facking, Drilling 
Hose, Injectors, In- 
spirators, Lubrica- : 





edge of conditions under which tors, Oil Cups, 


Wire Rope, Rope 

Blocks, Pipe Tools, | 
Stocks and Dies, 

Valves, Cups, Pul- ‘ 
leys, Belting, 
Blacksmith's Tools, 
Boiler Tools, Steam 
Pumps, Line Pipe, 
Drive Pipe, Tubing P 
and Casing 





the supplies we send you are to 





work. 







The Largest Supply House in the Scuthwest 


Peden Iron & Steel Co, 


Houston, San Antonio and Ft. Worth 


































Lubricating Oils 


Refinery: 


“Deep Water 


NIain Office: 
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Houston Ship Channel, Laportc, Texas 


OIL and REFINING 


Facilities For U. 8S. Eastern Seaboard and Export Trade” 





r 


sarie!l 


‘Selling to the Jobbing and Wholesale Trade Exclusively” 


LAPORTE 7 








COMPANY 









Building, Houston, Texas 


141 Broadway—New York City 








111 W. Monroe St.—Chicago, Ill. 











19 Congress St.— Boston, Mass. 
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The Bartlesville Supply Company 


BARTLESVILLE, OKLAHOMA 


When the ‘Seat quality, material and workmanship are desired, BARSCO Products 
are always in demand. They are far superior and always 
give unlimited satisfaction. Try us for 


REGULAR PATTERN CASING SHOES 
TEXAS PATTERN CASING SHOES 
CALIFORNIA Pattern CASING SHOES 


MALE and FEMALE STEEL NIPPLES 
ANCHOR and CASING CLAMPS 


ROTARY TOOL JOINTS 
SWABS OF ALL SIZES 





Sold by the Leading Supply Companies 


TEXAS PATTERN 
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Belt Drive To Any | Direct Driven To 
Type of Power Compressors, 
Need Vacuum 
Where Pumps 
Dependability cr 
Is a Prime Electric 
Requisite Gent: ators 











DIRECT DRIVEN COMPRESSOR—TWO CYLINDER—DUPLEX OR TWO STAGE 
OR TWO CYLINDER VACUUM PUMP 





; | 
TWO CYLINDER BELTED 











W. S. SMITH 


408 New Wright Bidg. 


TULSA 


Oklahoma 





Western Representative : 




















xLE CYLINDER BELTED 





| the Production of Casing-head Gasoline, Shut-downs are Costly items. MILLER ENGINES Reduce Lost Hours to the Minimum, are Simple and 


Compact Units, and Easily Accessible for Oiling and Adjustment. 


WRITE OR CALL OUR WESTERN REPRESENTATIVE 


(he Miller Improved Gas Engine Company, Springfiel—, Ohio 
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WE HAVE developed the larg- 

est supply house in the South- 
west because we maintain complete 
stocks of everything for oil wells. 


We know the needs of the oil field 
thoroughly, and each order of yours 
benefits from our intimate knowl- 
edge of conditions under which 


> S Pa cd s me + 
- Jari: By 
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Facking, Drilling 
Hose, Injectors, In- 


tors, Oil Cups, 
Wire Rope, Rope | 





spirators, Lubrica- , 


the supplies we send you are to Blocks, Pipe Tools, 


Stocks and Dies, 
Valves, Cups, Pul- ' 
leys, Belting, 
Blacksmith’'s Tools, 
Boiler Toois, Steam 
Pumps, Line Pipe, 
Drive Pipe, Tubing P 
and Casing 


work. 


The Largest Supply House in the Scuthwest 


Peden iron & Steel Co, 


Houston, San Antonio and Ft. Worth 














Lubricating Oils 


‘Selling to the Jobbing and Wholesale Trade Exclusively” 


LAPORTE 
OIL and REFINING 
COMPANY 






















Refinery: Houston Ship Channel, Laportc, Texas 


‘Deep Water Facilities For U. S. Eastern Seaboard and Export Trade” 
Main Office: Carter Building, Houston, Texas 


141 Broadway—New York City 





—— 111 W. Monroe St.—Chicago, Ill. 














19 Congress St.— Boston, Mass. 
~ 
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The Bartlesville Supply Company 
BARTLESVILLE, OKLAHOMA 
When usd ment quality, material and workmanship are desired, BARSCO Products 
are always in demand. They are far superior and always 
give unlimited satisfaction. Try us for : 
: 
REGULAR PATTERN CASING SHOES 
TEXAS PATTERN CASING SHOES 
CALIFORNIA Pattern CASING SHOES 
MALE and FEMALE STEEL NIPPLES 
ANCHOR and CASING CLAMPS 
ROTARY TOOL JOINTS 
SWABS OF ALL SIZES 
“ue pene il Sold by the Leading Supply Companies Wp STEEL itl | 
| ————— _ == sind 
| | Belt Drive To Any _ Direct Driven To 
| Type of Power : Compressors, | 
sly” | | Need Vacuum 
: | Where Pumps 
i Dependability oe 
rail Is a Prime Electric 
' Requisite Gent: ators 
| Western Representative : 
W. S. SMITH 
nen _ — < ~ TULSA 
the Production of Casing-head Gasoline, Shut-downs are Costly items. MILLER ENGINES Reduce Lost Hours to the Minimum, are Simple and 
Compact Units, and Easily Accessible for Oiling and Adjustment. 
the Miller Improved Gas Engine Company. Springtiei’, Ohio 
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Never Slip Pipe Grip 


Patent Applied For 


SEE THAT HINGE- 
FITS ANY SIZE PIPE 
if 





RENEWABLE DIE 


RENEWABLE DIE 


LIST PRICE EACH, $10.00 


One size only covers the ertire :ange of pipe. 


Dies are interchangeable with Timo or Ccch- 5 


ran 36-inch pipe wrench dies. 
Will last a lifetime. 


OnUnuUE JECSUDUSUBU BUR 


A tool of perpetuel service. 


OIL WEEKLY 


August 3: 








| FACTORY SERVIC! 
_| Now AVAILABLE 


On account of the ever-increasing demand from o 
erators in this territory for mechanical rubber good 
we have found it imperative to establish 


action to give you the kind of service that will warrant 
a continuation of your endorsement of 


Supplies That Are Reliable 
Service That Is Real 


Hose 





Belting - Packing 











A Factory Branch in Houston | 


We appreciate your patronage and have taken this | 











: Heavy tool steel center hinge pin. Renewéeble » 
dies. 3 <P 
Can be purchased at any supply store. is KE YESS > NEW YORK 
4 LS TRAD A 
Norris Brothers = |) “acc _ RUBBER CO. 
RORINEON, ILLINOIS iS eS 805 Franklin Houston | 
3 A 
—s i 
EIT O TIS TO TATOO IO TIO TOTO TOO TVO TIO TOTO TOI TOTO TION @\i7ONi/e\i70\170\ || 
5 SUBUBUBUBUSUSUBUSUSUSUSUSUBUSURUR USB UG US UBUnU aU BU UR BUBUBUaUnU nn SUSU EU RUBE 








EMPIRE REFINERIES, Inc. 


SIDIARY CITIES SERVIG GOMPANY’ 


MANUFACTURERS OF HIGH GRADE 


PETROLEUM PRODUGTS 








ALSO OPERATING 


REFINERIES 
OKMULGEE, OKLA, CUSHING, OKLA. 
PONGA CGITY, OKLA. OKLAHOMA GITY, OKLA. 


Sales Offices: 


PRODUGERS REFINING GOMPANY, Gainesville, Texas 
STANDARD ASPHALT & REFINING GO. Independence, Kan. 


TULSA, OKLAHOMA 


ADDRESS ALL GOMMUNIGATIONS TO THE GOMPANY 
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THE OIL WEEKLY 


HOUSTON 


ABLISHED 1916 


DALLAS 


VOL. XIV. NO. 9 


APPLICATION MADE FOR MEMBERSHIP IN AUDIT BUREAU OF CIRCULATION 
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2 % jority of the workers of the country are jealous 
Covering 4 exas of the good salaries the railroad men draw at 
: = the present times, especially in view of the 
GHTEEN months ago—before the second organization. It is standing upon merit and lessel ee they Duardigagritag And the pees 
= : au SSA PIO A ea A ARR Manan system, which is done in violation of law is 
well had beeu completed at Ranger— the only endorse marrer hey: — for — the cpl inuring daily to defeat the cause of many rail- 
before Desdemona was more than a ype _ a satisfied reading clientele of road men if they do not cease it quickly, 
ed, aud before the Burkburnett town- : . <P sie especially during the present serious agita 

id started making people rich—we head- yest La tion by the brotherhoods. 

W AGAINST SELLING STOCKS ON - ile dons 
editorial with the words “Covering Tex- STREETS. 


\ud in that editorial we made the prom- 
North and Central 
thoruoghly had 
Texas and Louisiana for near- 


we would cover 


Texas as aS we been 
g South 
vears 
we hadn't been paying any atten- 
Noith Texas—we had been printiig all 
that but 
increasing in development 
decided that it warranted 
as much attention as we had been 
southern end of the state. 
editorial we announced the 
of THE OIL WEEKLY 
hita Fails, in charge of B. V. Elizey. 
his office was moved to Dallas and 
Burkburnett ran out of bounds we placed 
otfice at Wichita Falis, in charge of 


inat 
ws about it was worth while- 
1riiory was 
idly that we 
hen 
the 
with tnat 


of an office 


Green. 
ug that we have made good—ithat we 
overed and are covering Texas as no 


ournal has ever attempted to cover it— 


sh to call the attention of Our readers 
facilities which we now have for get- 
news to them while it is news. 
Texas staff of THE OIL WEEKLY 
ial stafi—consists of eight people—peo- 
vho are not “correspondents,” but who 
eguiar staff members. It’s business of- 


iafi consists of five persons, and its me 
cal staff consists of twelve persons, mak- 
all, twenty-five people employed direct- 
y THE JIL WEEKLY. The circulation 
lk OIL WEEKLY has increased 150 per 
above what 1t was when we made the 
se referred to above—until it is now the 
bonafide oil circulation—we do not re- 
oil investor circulation as The Texas 
edger, published at Fort Worth and ap- 
ig to investors, bas a circulation fully 
e that of any other oil journal published 
here in the Southwest. 
ilizing that words are cheap and that 
is OL circulation ale mere “scraps of 
THE OIL WEEKLY made application 
nembership in the Audit Bureau of Circu- 
s tive weeks ago, and will have its books 
ed by that organization at the next regu- 
idit 
re is no other oil journal published thai 


pending even half the money in Texas to 


its Texas news being thoroughly com- 
sive and accurate as is THE OIL WEEK- 
iid we expect to spend more money if the 
opment spreads out and justifies it. 
ik OIL. WEEKLY makes mistakes—any 
organization does that but the oil man 
interested in knowing all the news of 
and Louisiana as well as the important 
trom other oil states, who wants his news 
sed, appreciates—we hope—our efforts. 


have striven to make THE OIL WEEK- 
builder—but not a partisan booster of 
iity—although opportunity enough has 


presented for it to become “partisan.” It 
endorsed by any city because it has not 
the endorsement of any city or civic 





C. A. Everts, oil stock salesman and pro- 
moter of Wichita Falls, last week deliberately 
violated the city ordinance agaiist the sale 
of oil stock ou the streets and sidewalks for 
ihe purpose of testing the validity of the city 
made law. He was arrested, found guilty in 
city court aud fined $25 and has appealed his 





case. He is assisted by others iiterested in 
the sale of oil siock on the sireets and it is 
annouiuced that the case will be carried to the 
supieme court if necessary. Wichita Fails 
got lots of free advertising from its “curb 
market” and the promoters are most alxious 
io see the ordinance set aside. 
33 


RUSHING WORK ON BURKBURNETT ROAD 
Three construction crews are now worki.ig 
on the road from Wichita Fails through Bu-k 
buriiett to the Northwest Burkburnett field. 
The road as placed in a proper condition is 
being oiled and it is understood that the road 
wili be completed inside of two weeks, The 
money to pay for the improvement was Col- 
lected by pubiic donation and after completion 
a man and team on each two mile stretch will 
keep the road iu good condition. The bridges 

have been made sirong. 
— —~33——— 

NO ANTI-TIPPING ORDINANCE HERE. 

Speakiug editorialiy the Ranger Daily Times 
has the following to say regarding the service 
of the railroad company, at Ranger, and a few 
discrepancies that oceasionally occur: 

“The railway sitdation has been inconve iient 
for mouths.. The promised relief has not yet 
appeared: The embargo is still on. Not only 
this, but oil field business interests are said 
io be paying a premium to get ordinary serv- 
ice. To be more precise, they are said to be 
“tipping” employes in order that cars badly 
needed on private spurs may be “spotted” 
promptly. 

“Such allegation, said to be suppoited by at- 
fidavits filed or in process of filing, if true, 
cast a reflection ou the railroad situation in 
the oil fields which should not be tolerated 
by the public. 

“The interstate commerce commission's reg 
ulations along this point are sufficiently clear 
and forceful that no patron of a railroad is 
required to put a premium pon railroad 
service in order to get work done. If the rail 
roads are congested so that they cannot per- 
form service, it is a matter with which the 
public has to put up, but when the desirea 
work can be accomplished by teidering the 
ones in such employment a little emolument 
to bring it about, there is a serious reflection 
put upon the railroad itself and those who ac 
cepted the monies. 

“The government dces not permit reDating 
or prefereice. Therefore if a railroad petforms 
for any shipper a peculiar and preferred serv- 
ice above thai which it performs for anothe 


it is violating the laws aud the infraction 
is not less gioss than to rebate. 
‘No doubt very much of the opposition 


against the railway workers of the country in 
their demand at present is because of a variety 
of tactics like those just mentioned. The ma- 


HOW TO GET RICH IN THE OIL GAME. 
A practical suggestion the best and 
quickest way to make a fortune in the oil busi- 


as to 


ness is given by W. M. Winton, geoiogist, of 
Fort Worth, as follows: 

First, insist on a geologist’s report; read 
between the lines of the repori; investigate 


the characier of the men who are putting the 
compaiiy oi the market; find out what read- 
justment is to be made of the capiial against 
ihe workings .of the company; then—‘draw 
your moiey out of the bank and go out aud 
buy a share of some building and loan stock.” 
33 


MAY BE OIL DAY AT STATE FAIR. 

Oii Meii’s Day at the State Fair in Dalias 
will likely be added to the list of special days 
by the fair directors according to an announce 
ment made by the Fair Association this week. 

There is a day for every other interest, 
sections, or city or nationality, or industry, on 
which day these various interesis are e<pect- 
ed to take the fair by the horns or the tail or 
whatever crgan is most prominent on a Texas 
State Fair, and make it do their bidding. Oil 
men who are accustomed to manipulating bull 
wheels on driliing rigs, B. S. in storage, to re 
ceiving rezular communicatious from the rail 
read commission shouid have no difficulty in 
handling the animal. 


or 


PATENTS HOT AIR DEVICE FOR OIL 
BURNERS. 
New and useful improvements in a device 
for suppiying hot air te furnace burners es- 


pecially adapied for use in crude oil still has 
been invented wy John M. Ditch of Houston, 
Texas. It may aiso be used for other similar 
purposes. 

It has heretofore been the common practice 
to use steam for the purpose of spraying the 
fuel olf from the burners, but this has the ob- 


jection of being moist and often’ entirely 
smothers the fire. 

The invention consists of cast iron pipe 
coils located inside the tunnel leading to the 
smokestack cf the boiler into which air is 
forced under pressure controlled by .suitable 
valves. The air in the coils becomes heated 
to a high temperature and passes through 
branch pipes to the oil burners hot and dry 
where siill under pressure the air vaporizes 
the fuel oil and renders it combustible when 


discharged into the furnaces. 


ee 
Qa 


Now comes our friend Oilfield Allen of Hous 
ton aud deposes that although he is some bird 
on taking pictures of derricks and such, he 
sn't fast enough to get the pictures of all the 
leaseholders in Texas, and that, having been 
solemiuly sworn, he further deposeth that the 
picture of R. H. Jones’ only dog, Liberty Boy, 
piciured %1 page 65, issue of August 2, was not 
taken by him, so help him, Heck. Alen has 
a takiiig way, and has taken so many pictures 
for THE OIL WEEKLY that Cal Williams, 
who holds the reins on the doughty bunch of 
prinsters who get out the Blue Devil, just nat- 
urally put it in that Allen took Liberty Boy. 





12 THE OIL WEEKLY August 31 








|e © 



































_ LUCEY MANUFACTURING CORPORATION 





HOUSTON 
RANGER Kone TULSA 
BEAUMONT LUCEY SHREVEPORT 
FORT WORTH Karan NEW ORLEANS 


CHATTANOOGA—WORKS~—HOUSTON 


an 


uN 
e 














r 





























Ocigs5o2s- 


Formerly THE GULF COAST OIL NEWS 


GUL*¥ PUBLISHING COMPANY. Inc. 


16) = | On Py | = © eo A 9 5 od Oe - | 





Copyrigted 1919 by Gulf Publishing Company 


Dallas 


SOUTHLAND LIFE BLDG, 


Application for Membership Audit Bureau of Circulations Made. 


HHOQUUOHUNSUAUOOREREATOOOERNAOLYUINSUL ULE VUUSOUOHUNUTUAUELEEGTAUDY 


TTA ULL LO ee 


HOUSTON OFFICE 
Editorial Room Phone Preston 159 
ENTRAL WEST TEXAS OFFICE 
1005 Great Southern Life, formerly 
ithland Life Bldg., Dallas, Texas. 
NORTH TEXAS OFFICE 


Ohio St., Wichita Falls, Texas. 


TUTAOLT AT 


HOUST 


TA eee eee eee 


THA TA HUN 


ON, TEXAS, SATURDAY, AUGUST 30, 1919 


. L. DUDLEY, Pres., Business Mgr. and Editor 


R 

OA Rls yo oe eee Vice President 
B. V. ELLZEY, Mer. Central West Texas Office 
W. EE. GREEN....... Mer. North Texas Office 
J. R. BASIGER..........Advertising Manager 


Advertising accounts should be made payable to 
The Gulf Publishing Company. 


VULULOMED OSNGALN TV 


IN THIS WEEK’S ISSUE 


EUSY AT HOMER. 

Standard Oii Co. is preparing to build 

farm at Homer, in Claiborne parish, 
ia Shreveport hotels are almost as 
ed as Ft. Worth hotels, and several good 
were finished in the various new fields 
rih Louisiana. Sounds almost like a 
igent at work, doesn’t it? It isn’t tho, 
ist the devil getting his dues up in North 
lala Page 41. 





DECREASE IN GASOLINE STOCKS. 

\ bureau of mines report covering the month 
ine shows that gasoline stocks were drawn 
iring the month—the first month for this 
ippen since the armistice was signed. Fuel 
ock, tho, has gained. Page 52. 





U. S. PRODUCTION GAINS. 
vernment figures show that 

oil in the United States during 1918 
inted to more than 20,000,000 bbls. more 
he production in 1917. On pages 56 and 
ill be found these figures which show the 
iction, gain or loss for each district in 
nited States, 


the produc- 





SDEMONA FIELD AGAIN EXTENDED. 
boys from South Texas scored again 
veek when the Bay City Oil & Ref. Co., 
and others, completed a 1500-bbl. well 
xiended the Desdemona field. The field 
id another extension through the com- 
ot the Duke Dome Co.'s well. Page 36. 


RANGER SPREADING OUT. 
Ranger field enjoyed its regular week- 
nsioii during the past week thru the 
of a well on the Poteet tract by 
Hupp and Duff. Page 26. 
BURK PRODUCTION BACK UP. 


uurnett’s 
ad 


production is up again this 


OVE CCilVale cing, one might Say. 


sticks, or operating at Hull, 
of the Gulf Coast's new 


ng in the 
uies irom one 


Page 39. 


i the trausporiation situation is slight- 


STEPHENS COUNTY, TOO. 

Every little oil field has an extension ail its 
ow these days. Desdemona, Ranger and now 
Breckenridge comes forward with a well that 
opens up six miles of new territory. 
young man, go west. Page 34. 


NEW SALT DOME. 

A wildcat well has drilled into salt dome in 
Matagorda county, opening up another salt 
dome and thereby making more money for the 
supply dealers. Now ail they have to do is to 
stick their ad in the Blue Demon and hire 
another bank to help take care of their money. 
Page 47. 


Go wesi, 


478 RIGS READY TO RUN. 
Four hundred and seventy-eight—count ‘em 
rigs are ready to go August 15, according to 
our official dopster up in Dallas. They are 
itemized by counties on Page 16. 





MAY BE HE IS GETTING READY TO RE- 
TIRE. 

Carranza shows all the evidence of either 
being ready to retire or going crazy. Wildcat 
suggests that it was Carranza who really was 
responsible for the fable of the goose that 
laid the golden egg, altho some of our Mexi 
can oil company friends may kick on being 
called geese. Page 44. 


ONLY THREE THIS WEEK. 

Only three new refineries started this week. 
But then, there were several casinghead piants 
proposed. That's how things are moving down 
in Texas. You subscribers of THE OIL WEEK 
LY who live up North and down East, read 
page 48 and you'll wonder if H. Greeley’s ad 
vice doesn't still apply. 


RATE OF DECLINE OF RANGER WELLS. 


Rate of decline of Ranger wells is 14 per 


cent per mouth—but a careful observation of 
all the facts convinces one that the Situation 
isn’t quite as bad as the figures might indi 


cate. Page 15S. 





Sinclair companies consolidate, page 42. 
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GAS WELL AT MARKHAM. 


an old 
Page 14. 


The Texas Co. got time gas well at 
Markham Thursday. 


PIG LATE NEWS. 


Gas welis in the Panhandle, good wells in 
the Central West Texas territory, a well in 
the sand across Red River from Burk, and a 


Jot of other ipteresting things will be found on 
page 14. 
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OIL FIELD WORKERS HELD FOR THE 
GRAND JURY. 
Dallas, Aug. 29, (Special.)—Sixteen oil field 


workers have been held for the action of grand 
jury. They are charged with participating ia 
demolishing two Greek restaurants and cloth- 
ing store at Desdemona Monday night. The 
trouble is said to have keen started by 

taurant keeper throwing man out of his plac 


whem he said was drunk and swearing Fy 
hundred io a thousand took part in the riot 
and no. one was seriously hurt. Two resiaul 


ants and clothing 
city uptuined. <A 
raised to defend the rioters. 
prehended have made bend 


tores were wrecked, and 
fund has beet 
Part of those ap 


calaboose 















































BIG GAS WELL AT MARKHAM. 


Houston, Texas, Aug. 28, (Special.)—The 
Texas Company’s No. 6 Myers at Markham, 
came in Thursday as a gas well while testing 
around 3120 feet. It is estimated that it has 
a gas pressure of around 1000 pounds. 

Those who have visited the well say it is 
as large if not larger than the Texas Co.’s No. 
1 Gray completed more than two and a half 
years ago, about one mile and a half from 


No. 6 Myers at about the same depth. No. 1 
was good for approximately 50,000,000 cubic 


feet of gas. 

It is planned to kill off the 
Myers and drill it deeper. 

No. 1 Gray has been used to fire boilers in 
the Markham field and several months ago 
it stopped producing. About a week ago it 
started producing gas again. 


gas in No. 6 





33 
GAS WELL IN RANDALL COUNTY. 
Wichita Falls, Texas, Aug. 29.—The Palo 


Duro Oil Company's No. 1 Warnold in Randall 
couuty blew out last week from around 950 
feet and damaged the derrick. It was estimat- 
ed that the flow was around 1,000,000 cubic 
feet of non-inflammable gas. It is now shut 
down. 

°e 
32 


BRECKENRIDGE FIELD EXTENDED. 

Dallas, Texas, Aug. 29, (Special.) 
Brothers No. 1 Ackers, located one and a halt 
miles north of Breckenridge was completed 
yesterday with an initial production of approx- 
imately 600 barrels. It is 3125 feet deep. The 
bringing in of this well extends the Brecken- 


-Snowden 





ridge field approximately four miles to the 
north. 
33 
SINCLAIR GETS GASSER IN PALO PINTO 
COUNTY. 
Dallas, Texas, Aug. 29.—Sinclair Gulf Oil 
Co.'s No. 2 Holt west of Graford in the north- 


west part of the county has 15 million feet of 
gas and a small spray of oil at 4100 feet. This 
lies directly east of the Arnold and Graham 
welis in Young county, and northeast of the 
Black Brothers and Hill weils in northeastern 
Stephens county. 


22 
oe 





HOUSTON SHIP CHANNEL GETS ANOTHER 
REFINERY. 

The Deep Waters Refinery Company,- eom- 
posed of Houstonians and oil men in Louisiana, 
yecently organized, has purchased. a- refinery 
site consisting of 600 acres on the Heuston 
Ship Channel. The land is located between 
the plant of the Texas Chemical Company and 
the town of Harrisburg. It is planned to start 
work on the refinery which will have a Ca- 
pacity of 1000 barrels, at once. C. W. Shearer 
will be in charge of the construction of the 
plant and R. A. Fouts of Chicago will be gen- 
eral manager. 
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McARTHUR WELL FLOWING 50 BARRELS 
AN HOUR. 

Dallas, Texas, Aug. 29, (Special).—The Mag- 

nolia Petrelieum Co.’s No. 1 McArthur north 


of Desdemona has increased jts flow to 50 
barrels an hour at 2707 feet and is drilling 
leeper with the flow increasing. 

——— 33 





HERCULES WELL MAKING GAS. 
Dallas, Texas, Aug. 29, (Special.)—The 
ules Peiroleum Co.’s No. 1 Hollman 
west of Ranger 
encountered around 


Her- 
north: 


is making gas from a Shallow 
1800 feet. 


sand 
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Humble Gets SOOO 


August 36 


Barrel Well 





in the West Columbia Fie’ d 


The Humble Oil and Refining Co.’s No. 8 
Japhet at West Columbia was watihercrate Wed- 
nesday of this week with an initial flow of 
approximately 8000 barrels of clean pipe line 
oil at a little below 3000 feet. The completion 
of this well makes three really big producers 
completed in this section at depths ranging 
from 3030 feet to a little below 3100 feet and 
all are located within a radius of approximate- 
ly 900 feet of each other. The first big well 
at West Columbia which established the field 
as a possible center of big producers was the 
Humble Oil & Refining Co.’s No. 1 Giraud com- 
pleted December 8 last year, which flowed 
through a choker at the rate of approximately 
7000 barrels a day. The second was the Texas 
Co.’s No. 3 Arnold which had an initial pro- 


oT 


SOUTHERN PACIFIC WINS SUIT. 
Los Angeles, Calif, Aug 29.—Special.)— 
Judge Benjamin Bledsoe in the United States 
District Court has found in favor of the S. P. 
railroad and 221 other companies and _ indi- 
viduals in the suits brought to set aside pat- 
ents to valuable oil land in the San Joaquin 
valley. The litigation involved approximately 
165,000 acres of land with an estimated value 
of $421,000,000. The government had alleged 
that the patents to the land had been secured 
through fraudulent affidavits. 
—_—— 33. en 
SOME MORE OF “CARRANZA’'S PROTEC- 
TION.” 
Tampico, Aug. 28.—(Special.)—The Penn- 
Mex Co.’s paymaster was held up and robbed 
of the company’s payroil amounting to $25,000 


Mex. last week. The robbery took place on 
the island occupied by the terminal of the 
company. It occurred about one o’clock in the 
morning and was participated in by five 
masked Mexicans. 

The Transcontinental Co. also reports the 


loss of $30,000 gold from a strong box. 





BOILERS 


OIL COUNTRY—25 to 60 H. P. 
H. R. T. AND WATER TUBE—ALL SIZES 


ENGINES 


DRILLING—25 TO 30 H. P. 
PUMPS—ALL DESCRIPTIONS 


duction also through a choker of approx 
ly 8000 barrels which after a few days st« 
down to around 7000 barrels a day whic 
tinued for several months. It then st 
flowing and production was restored. Ii 
ed a few months producing from 6000 
to 3500 barrels and again stopped flowing 
effort is now being made to restore p 
tion. 

The Humble Co.’s No. 1 Giraud is stiil 
ring and flowing between 1500 and 200 
rels a day. It has sanded up four tim: 
has been cleaned out as many times. 

On the same lease with the No. 8 Japh: 
Humble’s No. 5 Japhet completed a few 
ago with an initial flow of approximate], 
barrels is flowing at the rate of 4000 | 
a day. 


The money was being sent to the co! 
at Mata Redonda and had been placed } 
captain’s cabin of the tug Hartsell. Tha 
the last seen of the money. 

Louis Guitterez, paymaster for the Ag 
was also held up last week three mile 
of Tepetate on the company’s right 0! 
and the bandits secured $4060 gold. 

And still the American representati\ 
Mexico call things peaceful and seren: 
say foreigners are being protected. 


33 





START WORK ON KATY TERMINALS 


Galveston, Aug. 29.—(Special.)—Gradi 
underway for the first of four storage | 
to be erected on land leased from the | 
& H. railroad by the Mexican Petr 
Corpn. at Galveston. The tanks will bs 
to store Mexican crude for the Missouri 
sas and Texas railroad. The first of the 
of tankers which under the contract will 
between two million and a half and thre¢ 
lion barrels of Mexican crude to Galv: 
each year for the next five years, is exp: 
to arrive September 15. 


TANKS 


BOLTED STEEL—65 to 2000 BBL. 
LIGHT RIVETED STEEL—50 TO 150 BBL. 
WELDED—PRESSURE AND STORAGE 


TOOLS 


FOR QUICK SHIPMENT 


WIRE 
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Four Hundred and Seventy-eight 
Rigs in West Texas Ready to Go 


Four hundied and seventy eight rigs were 
completed aid ready to begin drilliug opera- 
West Tex- 


as fields on August 15, and 96 locations had 


tions in the various seciious of the 


been definitely made where rigs would be built 
as soon aS maierial could be made available. 

These figures aie indicative of ithe amouii 
of work that is beiiig heid up in the various 
parts of West Texas by a lack of mater.ai, 
lack of labor, lack of storage aiid transporia- 
tion for oil, or the lack of roads over which 
to move material to drilling sites. 

In addition to the rigs aid locations, there 
were 795 welis actually drilling on the same 
date, or where active work is under way to- 
wards maklig a completion of the test. Some 
of them may have been temporarily shut down 
for casing or minor repairs, or may have bee. 
fishing so that little progress was being made 
on ine hole, but the fact remains that there 
were 795 active drilling weils ii the fields. 

This does not take into account the large 
number of tesis scattered throughout the dis- 
trict that are shut down indefinitely, or that 
may neve: be completed, or that are officially 
abandoned. In practically every county where 
wildcatting is under wav, theie are weils in 
this class, wells that have been drilied to va- 
rious depihs, aud have been shut down or 
abandoned. 

li the following table it should be 1remem- 
bered that in the column of “Drilling wells” 


MILES WILL HEAD HARRIS OIL SYNDI- 
CATE IN TEXAS. 


H. A. Miles of Fort Worth, formerly with 
the Humbie Oil & Refining Co., and recently 
independent oil operator, has been made man- 
ager of the Harris Oil Syndicate in Texas, aud 
will maiutain headquarters for the organiza- 
tion in Fort Worth. 

The Harris Oil Syndicate is a New York 
ompaly. recently organized, and having a 
capitalization of $1,000,000. It operates in iwo 
divisions, under the same managemeut. The 
company owns valuable properties in West 
Texas, and is drilling two wells in Siephens 
county on the Coifman lease. 
age in Tillman couuty, Okla. 

Mile: has followed the oii game from rough 
neck to superintendent, and has always been 
associated with scme one of the major com 
panies. There is likely no man in the siate 
more thoroughly familiar with the producing 
fields of Texas thai he, and his genial per 
sonality is oie of his strongest assets. 


It also has acre- 


ee 
oe 


DALLAS COUNTY DRILLING COMPANY 
FORMED. 

( V. Rogers, B. J. Knott and W. A. Jean 

have anncunced the formation in Dallas of the 


I 


Dailas County Drilling Association. The new 
compaiiy plans io purchase several strings of 
tools, aiid do general contract work in the fields 
and aiso to drill ou its wildcat holdings in 
Dallas county 


oe 
ee 


OIL SHOWING IN WATER WELL IN DAL- 
LAS COUNTY. 

\ slight oil showing has been found in a 
water well in the southern part of Dallas coun 
ty, near Cedar Hill, and plans are being made 
by several local companies to drill test welis 





the figures repre:ent the tesis that are ac- 
iualiy heing made, ou which woik is daily be 


Drilliig Lov a 

County Welis Rigs tions 
SEN UIE id) ee true ce Kies 13 5 l 
SERRE ix) salen sao 17 3 
0 aie ae 3 
RNR Re eee rice atin aie oie le lo > 1 — 
COMBNOCRE: 6. .c.skeses 27 12 6 
oO. SO eee eee 2 : —e 
[TS Re SOs gear .« B20 247 LOY 
RUMEN gr Se. aie eed ae 24 1 
ER arty ye Oe ee eee 2 1 
eeviliyt 10 
CES age ans a So oe a a 
ONIN eee ns ray Into cc salmon & 7 
liiou deve aetedclede ia 1 a 
SRS Ns.aisc ar ylemaisaes 3 l 
ee ee ee 9 l 
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i) eee 3 3 ; 
OT Ee ee ae > y l 
LO a ee 1 roe 
Shackeiford . ..isciw~s 12 1 
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Siephens 5 uate ste impstin 66 179 6S 
0 a ee 7 3 l 
A AOR 9 oi Newey « 3 ere 1 

MOREE, ee eG Bak 795 478 95 


ages are found in springs and creek banks in 
the neighborhcod. 
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CO-OPERAITVE MAPPING COMMITTEE 
ISSUES NEW MAPS. 

The Co-Operative Mapping Committee of the 
various major producing companies in the We:t 
Texas district, under the direction of W. A. 
Vynn of Eastland, has completed ihe follow- 
ing maps. 

1—Ivan District; covers’ territory twelve 
miles square in Stephens county, Texas, imme- 
diateiy north of the area iscluded on our 
Caddo sheet. 

2—Eolian District; covers territory twelve 
miles square in Stephens county, Texas, im- 
mediately west of the aiea included on our 
Caddo sheet. 

3—Bieckenridge District; covers territory 
iwelve miles square immediately norih of the 
aiea covered by the Eolian district map, and 
immediately wesi of the area covered by the 
Ivan district map. 

{—Desdemona _ disirict; 
twelve miles Square in 
Comanche couuties. 





covers 
Eastland, 


territory 
Erath and 
ee 
oe 


TRACTOR COMPANY OFFERS SALES OF- 
FICES IN DALLAS. 

The Yuba Manufacitriig Company of Marys- 

vilie, Cal., has opened a Texas branch in Dal- 

las under the management of L. B. Patrick 


August 3 


for the distribution of tractors, pumy 
other equipment in this state, es_ecially 
Oli produciig areas. 

The company has receiily sold ten 
to oil producers in West Texas, and ji 
paring io offer exceptional advaiitages i 
pers and oil field operators iin keeping 
pleie supply of repairs and equipment for 
ors in siock ii Dailas. 

The Yuba Tractor is extensively in u 
the fields of the Pacific coast, and iis 
duciion in Ncrih and West Texas is ca 
ed io aid maiev:aily in solving the trans; 
tion probiems of compai.es whose opei 
are ofientimes far removed frcm any 
way accommodatioius. 

The Texas offices of the company 
211 N. Lamar &t., Dailas, Texas. 


— . 
— sS— — 


MOVIES OF WICHITA FALLS. 
Representatives of the Pathe Company 
been in Wichita Falls this week se 
views cf the oil exchanges and other poi 
interest in the city and oil field views 
being taken. The films will be shown i: 
Paihe weekly news feature. 
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MAYEE SCHOOLS WILL OPEN. 
Officials of the Wichita Falls aud Wi 
county schools hope to open the schools 
in September—provided accommodations 
be secured fcr the teachers. Salaries ar 
sufficient for the ieachers to pay the 
rocm rent asked in Wichita Falls and the 
ous city clubs have been asked to assi 
securing homes fo: the teachers. The 





uion is much the same iu the rural di 
of the county. 
ee | 
ACREAGE TRANSFER IN STEPHENS 
COUNTY. 


Root, Hupp and Duff have transferré 
part of their 530 acre lease of the Ho 
tract near Ginsite ii southern Stephens c 
to J. J. Klise et al. of Ohio, and Mr. K 
and associates will begin at once the dev: 
meiut of the properyty. 

This lease lies in the vicinity of the 7 
tract on which a shallow sand was rece 
found at 1589 feet. 


ee 
iat cain 


FIRE AT ARDMORE DESTROYS PLANT 
ELACK, SIVALLS & BRYSON. 
The tank building plant of Black, Siva! 
Bryson in Ardmore was destroyed by fil 
cently, eutailing a io-s of $150,000, 
This compaiy has recently completed a1 
teisive piaiit and warehouse in Ranger, ani 
Texas business is rapidly expanding. 


Lod 
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SPECIAL SLEEPER TO CISCO. 

The Texas & Pacific railroad has annou 
ihat it will operaie a special Cisco slé 
On its trali No. 11, leaving Foit Worth at 
p.m. The-cai will set out at Cisco, and 
sengers may remaiu ii 
a. Mm. 

A special puliman car for Eastland ha 
rece.itly beeu added by the T. & P. 


iheir berths unt 
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SIATED OIL COMPANY TAKES OVER 
mRAVO INTERESTS IN WEST TEXAS 


\.sociated Oil Compaiy of California, 
ivy of the Southern Pacific Ratiroad 
y, has taken over the West Texas hold 
the Rio Bravo Oit Company cf Hous- 
other Souihern Pacific Company, and 
intain headquarters in Easilaid., 
thousaud acres of leases in the wesi- 
uiger field, and about two thousand acres 
vicinity of Desdemoiia were tiansfer 
the Associated Oil Company, with the 
ment that the company immediately begi.i 
velopmeut of the property. In addition 
lling wells on the leases conveyed, the 
iated is contracted to build siorage, pipe 
aud other necessary work for the expedi- 
ievelopmeint of the properties. 
\ssociated Oil Company has a capitaii- 
of $50,000,000, and is an extensive operat 
ihe Facific Coast. 
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WORK PROGRESSING ON HUMBLE’S FIELD 


HEADQUARTERS AT CISCO. 


k is progressing rap:dly on tke le idences 
ther buildings for the field headquarters 
e Humble Oil & Refining Company at 
accordiig to reports from that dis- 
his week. 
iuneunced sometime ago, the Humbie has 
a tiact of land in the city limits ot 
and is building homes for its employe , 
ouses, machine shop, storage accommoda- 
for supplies, fieid cffice space for its 
ives in the district. The company plas 
ike Cisco its operating headquarters for 
Vest Texas district. 
mg these improvemenis will be a ma: 
shop with 13,000 square feet of floo: 
The cempany’s automobiles will b2 
‘ed in a garage containing 2800 square 
if floor space. An ice plant of ten tons 
capacity and electric light and powe: 
wili be built. The automobfles used by 
ompaiy will be stored in a garage con- 
g 6760 square feet of floor space. Other 
lings will be a warehouse and commis- 
all of which will be heated by a central 
n heating plant. 
luded in the buildings will be storage plat- 


aud a half-mile pipe rack for storage- 


pe and a lumber rack a mile long in which 
be stored the lumber used by the com- 

Three bunk houses will be constructed 
e use of single men. 

Recreation Hall. 

recreation hall containing 3,640 square 
will furnish the employes ample recrea- 
ifier the day’s work. The administration 
ing and executive offices wiil couta:n 10,- 
quare feet of floor space. The company’s 
private waterworks system will furnish a 
supply of pure water at all times to 
ves in the West Texas field. 

employes at general headquariers hers 
families thirty-one residences are now in 

of construction containing five, six and 

rooms. All are of concrete foundation, 

floors, hardwood trim and_ builtin 

es cf every character. 

work ts being designed and rushel to 
etion under the direction of Evan Jones, 
ruciion engineer, who has been in the em- 
of the Humbie Oil Company for several 


a 
). COMPANY WILL HAVE SHOP IN 
JAKEHAMON. 


Jakehamon Tool Company has been o:- 
d to build a shop in the new town of 
imon south ef Desdemona. The capitali- 
of the new company is $100,000, and EF. 
ry and L. A. Parr are directors. 
ae ere 
RICKARD TAKES ADDITIONAL WEST 
TEXAS ACREAGE. 


» Texas holdings cf Heenan & Coe and 
inlap et al. have been sold to Tex Rickard 
associates for a consideration said ty be 
HO0.000, 
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Steiner Oil Company 


Producers and Shippers of Petroleum 


Marketers of Petroleum Products 


We are prepared to make long or short term 
contracts to supply refiners with 


Desdemona Crude Oil 
Burkburnett Crude Oil 


Ranger Crude Oil 
Healdton Crude Oil 


at posted market prices, plus a reasonable charge for 
gathering and loading. 


We have ample loading rack facilities at these points, 
and can move your cars promptly. 


We especially recommend Ranger and Desdemona 
oils, not only for their high gasoline content, but also for 
their similarities to Pennsylvania Crude in their rich 
lubricant qualities. 

Inguiries particularly solicited from refiners having 
their own equipment, although we have from time to time 
a limited number of cars that we can place in service. 


Our marketing department is prepared to handle 
your Refined products in buyers’ or sellers’ cars. 


STEINER OIL COMPANY 


Suite 503 Praetorian Building 


Dallas 
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Hk rate of deciine for wells in the Raiiger 
field proper is fourteen per cent a mouth, 


the calculation being based upon an aver- 


age deciine of all wells iu the field from the 
time of their compietion to daie. 
In considering the significance of this per- 


centage of decline, several things are io be 
taken into consideration, and the Situation is 
more encouargiiig than it would appear at first 
glance. 

According io the 14 per cent monthly deciine 
the life of the wells in the Ranger field would 
only be about 8 months. It is shown in pro- 
duction statements that some of the we_ls in 
the couuty have been produciiig longer than 
8 months, and even as long as the field has 


been in existence. The high rate of decliue 
is due in a large way to the failing off of 
wells from their initial production. It is fur- 


ther shown by careful analysis that the Ranger 
field weils show a decline of 40 per cent for 
the first two months of their lives, and this 
decline from initial flush production is largely 
responsible for the high average of decline fur 
ali the wells of the field since the iime ot 
their completion. 

It is further to be remembered that some of 
the oldest weils in the county are still pro- 
ducing, so that the average of 14 per cent a 
month cannot be applied to them. 

The original proposition however is appli- 
cable to the field at large, and holds true in 
relation to the total produciion of the fiela 
and the number of wells preduciug. 

There is further encouragement, however, 
in the fact that many of the Ranger fieid wells 
are making their oil from the firsi 
even from the lime above the so-called Gordon 
sand. The lime wells have showua the best 
tenacity of any of producers from the lower 
strata, possibly due to the fact that so few aie 
producing from the lime in comparison to the 


total number of wells in the fieid, and this 
horizon is therefore not heavily taxed at the 
present. Wells that are showing their oil 
from the upper stratum in the Bend series 


have the prospect of getting 1enewed life from 
deeper drilling, and even those from the lowest 
depth in the Bend may be further revived by 
giving treatment of nitroglycerine, or putting 
them on the pump after their flow has stopped. 

Thus it is seen that there are some encour- 
aging features, even in the light of the heavy 
decline of producing wells, and new produc- 
tion each week is sufficient to offset the fall- 
ing off of old wells and keep the average daily 
flow from the whole field up to normal, and 
usually on the increase. 

The spreading out of the field, and exten- 
sions west, southwest and northwest, are also 
significant, and the wells completed in these 
new areas invariably show better staying quali- 
ties than those of the densely drilled districts. 


Some Examples of Depreciation. 


The present daily production from some of 
the best known leases of the field is interest- 
ing in bearing out the figures on decline for 
the whole territory. 

The Texas & Pacific Coal & Oil Company has 
11 wells producing on the Floyd Brewer tract 
5 miles south of Ranger. These 11 wells had 
a total initial production of 13,530 barrels, and 


their total present production is 216 barrels 
daily. The first well on this lease was com- 


pleted in Jurfe, 1918, and the others have fol- 
lowed at the rate of not quite one a month. 
The N. Walker well of the Texas & Pacific 
Coal & Oil Company is making 4 barrels a 
day, and had an initial production or a maxi- 
mum production of 510 barrels a day. It will 
be remembered that this is really the discov- 
ery well of the Ranger field, it having been 
drilled to a point in the black lime in August, 
1917. A gas showing was obtained, and it was 
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Rate of Decline for Wells in Ranger 
Territory Shown to be 14 Per Cent 


finaliy decided that it would be impossible to 


drill through the lime so the well was aban- 
doned. In October the origiiial McCieskey 
well came in, aud the Walker well was still 


flowing gas. li was never drilled deeper noi 
agitated, but the gas pressure gradually sub- 
sided, aiid oil began io flow, reaching a maxi 
mum produciion of 510 bariels a day. 


On the T. W. Duncan tiact the Prairie Oi: 
& Gas Company has three weils that had a 
combined maximum production of 1026 bar- 


reis, aud are now making a toial of 14 barrels 
a day. The first weil ou this lease was com- 
sleted in January, 1919. 

The Prairie has 6 producing wells on the Ida 
Slayden tract, the first one having been com 
pleted in July, 1918, and the total daiiy pro- 
duction for the six wells was 7200 bbis., initial. 
Their present combiiied production is 405 bar- 
leis. 

Ou the Emma Teireli iease the Prairie has 6 
wells, the first oue of which had 6,000 barrels 
luitial production in December, 1918. The six 
wells are now making a combined ioial of 
048 bairels. 

The J. K. Wood tract of the Prairie has 4 
producing wells, with a total present preduc- 
tion of 59 barrels a day. 


A Biarney Stone. 


The Magnclia Petroleum Company has a 
Biarney stone, or some other kind of stone 
ihat brings exceptional luck, according to the 
prevailiug opinions in the fields. This com- 
pany has 3 wells ou the T. W. Connelee tract 
in the Olden district, and they had an initial 
productioi of more than 10,000 barrels daily. 
The three welis are still making 1350 barrels 
a day, the first one having been compieted in 
January, 1919. The 6 welis on the W. E. 
Rock lease showed a daiiy production of 5500 
barieis initial, are 10w making 180 bariels a 
day. The five wells on the T. J. Nash had 
initial production of 3650 barrels, and are now 
making 350 barrels a day. 

One of the most profitable leases in the 
Ranger field is that of the F. W. Taylor tract 
owned by the Guif Productio;s Company. This 
lease was secured before the H. C. L. agitation 
reached the oil fields, and is not owned on a 
50-50 basis with the T. & P. The Guif has 12 
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producing wells on the lease, making a 


average flow of more than 200 barrel 
well. 

The J. W. Jones lease of the Humb'* 
secured from Frank Cullinan for a_ bon 
$30,000 in liberty bonds, and a haif « 
ithe oil produced. There are 8 wells p: 
iug on the iract, and they had a total i 


or maximum production of 5,550 barrels 
production from the lease is now 360 ba 
a day. 

The E. H. Layne iract of the Mid-Kausa 
& Gas Co. has 2 producers on it, making 9s 
1els a day now, and they had initial produ 
of 1400 barrels a day. 


Another One. 


The Sun Company has the reputatio 
knowiiig the way to the Blarney stone, as 
as the Magnolia, and its operation in the 
Texas fields bear out the theory. One ot 
best leases which this company has in 
Ranger field is that of the J. T. Rust, on w 
it has 5 producing weils. The initial pr 
iion of these wells showed a total of 1 
barrels, and the present daily producti 
2400 barrels. 

Crowell and Gantt have 3 producing well 
ihe Merriman Baptist Church lot, making 
barrels a day, after showing a combined in 
production of 2400 barrels a day. The roya 
from this production is being distribut« 
ihe various church causes of the state, 

Warren Wagner has 3 wells on his Merri 
school iot, and they showed a total initial 
duction of 3900 barrels, and a present 
of 25 barrels a day. 

Tex Rickard et al on the O. J. 
got a 2400 barrel well in June, 
now making 42 barrels a day. 

a 33 Seen 
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LOFFLIN EROTHERS BUILDING SHOPS AT 


EASTLAND. 


Loffiin Brothers of Westville, Ohio, h 
been given permits to ship 100 cars of frei 
into the town of Eastland, according to rep: 


from the field this week, and this represe! 


the initial movement of equipment for a < 
plete foundry and machine shop. 

The plant will be located east of town 
preliminary work is already under way for 
uew buildings. In addition to the shops 
warehouses, the company will likely bi 
homes for its employes. 


OIL WELLS 


We drill by 
contract or 
on 090-50 
basis 














Young-Simmons Drilling Go. 


C. H. Verschoyle, President. 
721-A Ohio Wichita Falls, Texas 
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Structural Steel = 


for the 


Oil Industry 


The Kansas Gity Structural Steel Gompany and the Oil Industry are closely inter. === 
linked as a result of this company’s ability and experience in fabricating steel items SS 
necessary to the industry and erecting refinery buildings and complete plants. Cor SS 
petent and immediate service is possible because of proximity to the oil fields, and SEE 
a stock of plain steel items, the largest west of the Mississippi. 


Structural Steel For Refinery Buildings 


Oil Tanks Agitators 
Stills Tank Cars 


Complete Warehouse Stocks 


Beams Bars 
Channels Plates 
Angles Sheets 
Reinforcing Bars 
Still Bottoms 
Flanged and Dished Heads 


Write For Monthly Stock List 


Kansas City Structural Steel Co. 


Kansas City, Mo. 
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: wien Standard to Build Tank Farm 
‘NO THIOUI Near Oakes Well in Homer Field 
ie aes 
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ty i oe a T NDICATING the confidence existing in the wells are experienced men from the Okla 
ei? ae ‘ > . P } ‘ a7 Ta Tiroinis Pieldc TO » 
Hie : future productiveness of the Claiborne homa 7 West i — and hav a 
i ; : . . yressed their opinions, based on previous ob 
HE fieid is the report that the Standard Oil I : ‘ : : 

ae I servations, that the character of the forma 
ee 


Co. has secured title to 100 acres in the im- 
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tions through which they have passed, indi 


mediate vicinity of its big well on the Oakes cates the presence of oil. 

NORTH LOUISIANA PRODUCTION. lease, in the field, upon which it is its inten The Pierce Oil Corpn., which has for a con 
Productio he North Louisiana field dul tion to construct a number of large capacity siderable period occupied an entire floor ot 
g the past week a1 red 45 bbls. a day storage tanks. The tract was purchased with the Continental Bank building, has leased 28() 
stributed as 1 \ Barrel out conveyance of mineral rights. feet of space in the Simon building and wil 

Caddo 1 t 9,40 Large producers in this field are also stimu move into its new quarters at once. There 

ldo } vy 19,375 lating oil activities in Arkansas territory, just is such active demand for offices in Shreve 

De Soto and Re Live 10,18 north of it, where a number of tests are now port at this time that temporary offices hav 

Liborne 6,12 under way and there is much activity in leas been partitioned off with beaverboard to ac 

es. Two wells have been drilled in Ouaichita commodate tenants awaiting quarters and who 

lot : ’ 1»,000 county to a depth of two thousand feet, at were compelled to secure offices immediately 

Last week 46,125 which point difficulties were encountered de After the Standard Oil Co., which has pur 

laying temporarily the completion of the wells. chased the Continental Bank building, has 

Decrea 1,09 These delays are expected to be overcome made necessary changes, it will move its of 

within the next week or ten days and much in- fices from the Commercial Bank building 

CADDO COMPLETIONS. terest is being manifested in the outcome of which will, in turn, be occupied by the Sin 

Brickley et al. completed No. 2 Dickson in the tests, not only on account of their prox clair Oil Co., who will share the space with 

section 86-21-15, pumping 50 bbls. at 2275 feet imity to the Claiborne field but for the fur- the Gilliland Oil Co. and the Foster Oil Co 
The Gulf Refining Co. completed No. 1838 ther reason that the parties interested in the of Tulsa, Okla. 

Ferry Lak ectic 21-20-16, pump) ) bbis 
The Hous ( & Brewing Co ompleted cea ™ ° 7 ieee a 12 eee ee ee eer ~ 91.45 ’ : 

No. A-2 Noel, section 19-21-14, pumping 50 224 _is rilling No. 17 Robertshaw, section s- ing at 770 feet in section 15-21-15. A. Herndon 

bhis. at 2307 feet 21-15 at 2130 feet, also No. 18 Robertshaw at No. 9 in section i4-21-15, is drilling at 2220 feet 
The Huml Oil pleted No. 6 Noel 700 feet, section 14-21-15. rhey have also made The 1 nited States Petroleum ( 0. is drilling 

section 19-21-14, pumping 10 bbls. at 2319 locations for three more wells in sections 13 at 2200 feet in No. 3 Eilerbe, section 27-20-15 
21-15, 14-21-15 and 11-21-15. Western Oil Fields Corpn. is drilling at 1351) 
rhe Mohawk Oil Co. completed Ni 29 The ( addo Oil Ref. Co. has made a location feet in Raines No. 9, section 22-22-15. 

Robertshaw ectic 92.9115. pumping 75 tor No. 6 Noel in section 25-21-15 sneeaainaie 

hh aa ra sa al j ler’: The Caddo La. Oil & Gas Co. is fishing for 
The Mohawk Oil Co. completed No, 12 Rob- "tary slip in No. 1 Dillon, in section 20-19-14. nee wneae ie Se Sere. Pane. 

hs 2491-4 pumping 50 bbls The Fortuna Oil Co.’s No. 17 Raines is drill . rhe North Central Oil Co. is drilling at 1110 

ny ing «a 1150 feet in section 22-21-15 No. 6 feet in No. 1 Ware, section 11-14-13. : 
inl “er mpk 1 No. 1 Murray. in Robertshaw im section 23-21-15, set 4% inch _ The Texas Co. is (drilling at 1300 feet in 
a 16, pump nie 15 his. at 295% fos : asing at 2250 feet. No Rag nig sr seg thigh eee 1900 feet 
‘ld Settler: ag nga er 4 No. 18 The Creat & on ’ ere. = in No. B18 Wemple, section 25-12-11. 

Pies in. section 12-21-15 pumping 50. bbls Clierbe ta fescue ae at 2185 feet. The Devetipers OF & Pat. Co. wil arul 
 Oo0k ft; sia ; ght - ‘neat een deeper in No. 2 Safford in section 2-11-11. 
eagl . ssisine 5 i CML z a — ee i " wey gee groomed se Ramsey et al. is pulling casing to abandon 

Dae ener 23-21-15, pumping 150 bbls. at mee gg ae ease ant _— sé laa ee” in No. I Glauque, section 3-11-11. 

ea ricks In construction in the Pine Island field The Boone Oil Co. is drilling at 1120 feet 


The Higgins Oil & Fuel Co. set 6 inch casing jn No, 1 Giauque, section 8-11-11. 
: at 2070 feet in No. 14 G. B. H. & F. C., section The 1g re ’ is pigoi “7 
WELL IN DE SOTO. 20.30.45 i ¢ The DeSoto Pet. Co. is rigging up to drill 











; Aon o “at ie in No. 1 Lizzie Terrill, section 4-12-12. 
Ler & We if completed No. 2 King in se The Homa-Okla Oil Co. is drilling at 50 feet The Paraffine Oil & Gas Co. has derrick 
23-12-11 owing eight million feet of gas in No. 5 Robertshaw, section 12-21-15. erected for No. 1 Hewitt. section 5-12-13. 
b { l at 2710 feet The Hudson Oil Co.’s No. 1 Parker in sec 
—_—_— tion 27-22-16 is drilling at 2450 feet. 
COMPLETIONS IN RED RIVER PARISH. The Lake Oil Co.'s No. 2 Wells set 6 inch RED RIVER OPERATIONS. 
2 & Rowe completed No. 4 Carte1 casing at 2424 feet in section 10-21-15 Morefield et al. has made a location in sex 
t 13-12-1 flowing 800 bb it 2720 The Old Settlers Oil Co.’s No. 19 Lynn i tion 6-12-10, No. 1, Nelson. 
drilling at 1715 feet in section 12-21-15. The Bennett Oil Co. is rigging up to drill 
Tl ‘ ina Oil Cc ompleted No. 2 Pugh The Planters Oil Co.’s No. 3 Noel in section in No. 1 Wilson, section 6-12-10. 
Polley t (-12-10, flowing 30 bbls. at 7-21-14 is drilling at 1900 feet. The Bull Bayou Oil Co. set 6 inch casing in 
2T10 fer The Red Banks Oil Co.’s No. 1 Brown i No. 7 Armistead, section 23-12-11. Nos. 10 and 
e Gulf Ref. ( pleted No. 21 Ken drilling at 2175 feet, section 34-21-15. 11 in section 24-12-11, are rigging up to drill. 
y il i 9 11, pumpi 24 bbis. at The Standard Oil Co.'s No. 1 Keoun, section The Caddo Central O. & R. Co. is drilling 
19 27-21-15, set 6 inch casing at 2275 feet. Youre at 1275 feet in No. 1 Pugh, section 13-12-11. 
N 1 Stephens in No. 3, section 17-20-14, is drilling at 2150 feet. The Fortuna Oii Co. is drilling extensively 
2-11, flowing ( bbls. at 2670 feet The Texas Co.’s No. 2 J. K. Herod is drill in the Pugh lease in section 13-12-11, and on 
FOUR PRODUCERS FINISHED IN CLAI- 
PORNE. 
: Co. completed No. 3 Shaw in Tl F HOMER GRUDE PETROLEUM 
i Lou i ) et, Dp compieted No eS 1 ) ° 
tone 1 flowing 175 bbls 31-39° GRAVITY 
: pleted No. 2 Lon FOR SALE TO REFINERS 
‘ cy 17 sh ~ 
\ N( 1.o F ) y A al a 


We can now deliver 1,000 barrels per 
day f. o. b. buyers’ cars our Loading 
soe es eer Rack at Homer, Louisiana 


SoC usw, secon auc” | Baligan Well Tool & Supply Go. 


¢ 10 fee ic Manufacturers of PELCO (Better) Claiborne Pipe Line & 
2] Oil Field Equipment 


iL Refining Company 


; VIVIAN, LA. SHREVEPORT, LA. 
Oil Co. is bailing 6 inch at 2236 General Office: 410 Levy Bidg., Shreveport, La. 
16 Rol tiol 1 
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“ | AreYou Building a Wax Plant? 
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wil | Y_ |OUR Absorption Refrigerating Plant should be de- 
— | signed by experts after a study of your particular 


ar location and circumstances. 
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Vv | e e e 
goes | The York Manufacturing Company are specialists in re- 
Bhp | frigeration, doing nothing but this class of work. We 
ry can design a plant for you to reach the maximum of 
_ efficiency at a reasonable cost. 
WRITE US FOR INFORMATION 
ndon The Tulsa office specializes in Wax Plant Refrigeration 
fee 
illine 
20-15 
1350 
RISH. > 
1110 PILSBRY-BECKER ENGINEERING & SUPPLY COMPANY 
et in 214 Central National Bank Bldg. Sales Agents Yerk Mfg. Co. TULSA, OKLAHOMA 
) feet 
drill 
ndon re ——S= 
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—. F | National You Can't Tie It 
aril | Bank KEWANEE BOILERS. 
othe aoe AJAX DRILLING ENGINES i 
drill. of 
iling i 0. K. IDEAL RIG IRONS. 
ely =a Houston, Texas 0. K. DRILLING TOOLS 
d on sh _ , 
as lei etna aell OLD IRONSIDES FRICTION SURFACE BELTING. | 
| Capital Stock, . $2,000,000.00 
| Surplus Fund, . 500,000.00 . a & LAUGHLIN CASING, LINE PIPE AND 
Undivided Profits, 215,000.00 
Deposits, . .  18,000,000.00 A FULL STOCK ON HAND AT ALL STORES. 
A fair and reasonable rate of interest paid on Time Cer- | 
tificates of Deposit. 
r —OFFICERS— 
, a =, Soott, President F. E. Russell, Cashier 
W. 8 Caran vice Pgs S: i munwall Aa Caner Oklahoma Tool & Supply Co. 
H. B. Bringhurst, Ass’t Cashier ; , 
J. W. Hazard, Ass’t Cashier Main Office, Tulsa, Oklahoma 
O. W. Jackson, Ass’t Cashier 
—DIRECTORS— BRANCHES 
J. T. Scott F. M. Law BE. A. Peden E. L. Neville Pawhuska Okmulgee Drumright Bartlesville 
hi ; F. A. Root W. S. Cochran F. E. Russell 
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Instructions 


U. S. Railroad 


HE Director of Maintenance of 
the U. S. Railroad Administra- 
tion has issued instructions to 
work all Car Repair Shops to the 
fullest possible capacity to put Rail- 


road equipment in good shape for 
heavy traffic. 


It’s come—business prosperity and 
heavy traffic. It’s no longer a matter 
of prediction or a question of opinion 
—the Fact is HERE. Expected pros- 
perity has arrived and the demands 
on all railroad equipment, rolling 
stock, and car repair shops are already 
heavy and getting heavier every day. 


If you have delayed putting your 
rolling stock in tip-top shape— DO 
IT NOW. 


You can’t expect to get your share 
of the increased business if you are 
not in a position to handle it. 


General American 


Builders General Offices: Harris 


Plants at: East Chicago, Ind., 
Sand Springs, Okla., Warren, Ohio 
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From the 
Administration 


Don’t cripple your business by lack 
f facilities. 


Don’t wait until you must take 
our turn for repairs — then unavoid- 
ble delay may be expensive. 


Check up your rolling stock at once. 
Arrange immediately to put it in 
shape or to add to it if necessary. 
Speed means gain—#§in business and 
n repair expense. Repair costs are 
sing every day. 


There never was a time when 
rompt action was so much needed 
— when delay was so costly. 


Co-operate — place your orders im- 
nediately — it means quicker deliver- 
es and satisfaction for everyone. 


Lay your needs before our experts. 
Write for information. 


Tank Car Corporation 


rust Building, Chicago Lessors 


Sales Offices: 17 Battery Place, New York; 
24 California St., San Francisco 
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the Pugh Polley in section 7-12-10, having in 
all 21 wells, derricks and locations 
Clark & Greer is drilling at 200 feet in No. 
/ 2 Pugh, 13-12-11, and has made a loca- 
f ition for No. 3 Pugh in same secion. 
The Depositors Oil & Ref. Co. are drilling 
1575 feet in No. 4 Polley, seciioa 7-12-10. 
The Foursome Oil Co. is drilling at 1150 feet 
in No. 2 Polley, section 7-12-10, and at 115) 
feet in No. 3 Polley, same section. 
The Doan Oil Co has made locations for 3 
Pugh Nos. 2. 3 and 4, in section 712-10, 
and is drilling at 1640 feet in No. 1 Pugh Li 


the same 


section 


section. 

The Gulf Refining Co. has seven drilling 
wells and three derricks on the Jenkins lease 
in section 14-12-11, and is doing active work Ou 
many of the recent made. Gray 
Hook No. 1 is drilling at 2325 feet in sect-on 
9-12-10, No. 18 E. F. Robinson is drilling at 
2600 feet in section 25-13-11, No. 1 S. H. Steph- 
ens is drilling at 2650 feet in section 13-12 11. 

i & Woolf have 4 drilling weils in section 


locatious 


12-12-11, Pugh 1, 2, and 3 
P. B. Meyers nas made two ew locations in 
18-12-10, Johnson, 3 and 4. John- 
in section 18-12-10, set six inch casing at 
Ramsey et al is drilling at 1200 feet in No. 
Robinson, section 35-13-11, and has derrick 

tor No Robinson, same section. 
W. G. Strange O. & R. Co. has three dr.lling 
wells in section 8-12-1' 


rhe Standard Oil Co. is driiling at 875 feet 
No. 1 A. A. Hollingsworth, section 24-12-11. 
The Stiuiclair Oil Co. is drilling at 
No. 1 Clarkson, 

in No. 1 
Ico BD 


1175 feet 
section 17-12-10, and at 300 
Nelson, seciion &-12-10 
Schaffer set 10 inch casing in No. 
1 Robinson, section 8-12-10, and is rigging up 
to drill in No. 1 Moss, section 12-12-11. 

The Texas Co. has two drilling wells on the 
Stephens lease and is setiing 6 inch casing 
in No. 2 Wilkinson, 11-12-11. Three 
drilling wells on the Yarborough lease, and two 
drilling wells on the Young lease, sections 13- 
12-11 and 13-12-11 respectively. 

Wrightman et al has three diilling wells cn 
the Polley lease and is making exiensive lo 
ations in section 7-12-10 

Woodiey et al is drilling at 2670 feet in No. 
1 Armistead in section 29-13-10 

The Tarver Oil Co. has made a location for 
No. 1 Hollingsworth in section 38-12-10. 

The Tex-Penn. Oil Co. has made a location 

No. 1 Clarks in section 17-12-10. 


sec.lon 


IN CLAIBORNE PARISH. 


\tias Oil Co. is drilling at 1161 feet in 
30217. No. 1 Atkins 


will set 6 inch casing at 2780 feet, section 20- 


Shaw, section 


The Arkansas Nat 
on No. 92 Shaw, 30-21-7. Three der- 
ricks mark the Langston lease while No. 90 
zangston is rigging up to drill, ail in 
19-21-7 and 24-21-8 


7e0. Baird set 6 


Gas Co. set 6 inch casing 


seciloi 


section 


inch casing on Langston 
i 2, section 24-21-S, and has made two new 


I and 4, on section: 24 


Claiborne Oil Co. will pump at 1282 

N t Fea ectio. 20-21-7. No. 
igging up io driii, Same sec 

~ ick for No. 1 Bur 





The FORT WORTH LABORATORIES 
=, ; CHEMICAL ENGINEERS 
aN 
T 


Make All Kinds of Tests 


Sell Lhermometers, Hydrometers and 
Laboratory Glassware 


F. B. Porter, B. S., Ch. E., Pres. 
R. H. Fash, B. S., V. Pres. 
K. Robey, A. M. C. E., Geologist 


§28 * Monroe St. 





Fort Worth, Texas 
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Con. Prog. Oil Corp. will pump in No. 2 Shaw 
in section 20-217. No. 3 


1060. 


Shaw same section, 


is driliimg at 

Glassel & Merren are drilling at 175 feet in 
No. 1 Jacksou, section 13-21-7. 

The Gulf Refining Co. has two drilling wel's 
in section 30-21-7, is repairing boiler on No. 1 
Langston, section 19-21-7. 

The Gilliland Oil Co. is arranging to pump in 
No. 3 Shaw section 30-21-7. Six inch casing 
has been ;ei on No. A-2 Shaw, section 30-21-7. 
No. 1 Jackson is drililag at 675 fect in sec- 
iion 24-21-8. 

The Louisiana Oil & Ref. 


Corp. is rigging up 
to drili in No. 3, 


Langston, section 19-21-7. Two 


new locatious have been made in section 19 
21-7, Langston A-l and A-2. 
The Lisbon Oil Co. has set 6 inch casing 


on No. 1 Faiton, section 36 21-5. 
Rowe et al are 1eaming to set 6 inch casing 








August 30, 


on No. 1 Hardy, section 31-21-7. 
is being tesied at 


Shaw N 
1636 feet, section 39 21 

Rowe Oil Corp. has made 4 location 
section 30-21-7. No. 1 Wiison in seciio 
21-8, is rigging up to drill. 

The Standard Oil Co. has five drilling y 
No. 4 Lowenberg, at 600 feet in seciion 24 
No. 2 Shaw, rigging up to drill in sectio 
21-7. No. 1 Langsten, drilling at 1900 fe: 
section 19-21-7. Oakes 1, drilling at 146: 
in section 29-21-7. 

La. Oil Co. No. 5 Oakes is 
ing at 850 feet in section 30 21-7. 

The Wilder Oil & Gas Co. No. 1 Fea 
stoiie showing for 5 barrel pumper at 142s 
in seciion 19-21-7. 


The Texas 


H. & P. Paime: set six inch at 1110 f¢ 
No. 1 Langston, section 19-21-7. No. A-1 S$ 
section 31-21-7, is rigging up to drill. 

Zoder & Hincey, Featherstone 1 


, secti 
21-7, is rigging up to make test. 
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“OILWELL” 


ESTO 1862 


TRADE 
REGISTERED 


MARK. 








First Official Test Well for Oil in Eng'and, Located Near Chesterf eld 


(Reproduced by permission of S. Pearson & Son 


nish the drilling equir ment. 


every stage of its growth. 


efit cf our customers. 


NEW YORK LOS ANGELES 
Everything for Oil Wells 





Copyright) 


When the British Government decided to make an official test for 
Petroleum in England, “Oilwell” Experience was called upon to fur- 


Founded in 1862, just after the first oil well was drilled in Amer- 
ica, we have grown up with the industry and our Experience covers 


We have supplied well drilling equipment to all parts of the world 
and the records accumulated from this Experience are used for the ben- 
Our Engineering Staff is prepared to advise 
suitable drilling equipment for any formation and our 75 Branch Stores 
located throughout the oil country insure prompt service. 





“Oilwell” products world renowned—Both above and under ground 


OlL. WELL SUPPLY CO. 
PITTSBURGH, U. S. A. 


SAN FRANCISCO 





TAMPICO LONDON 
Branch Stores in All Oil Fields 
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Casing, Line” Ptfoe, Tubing, Wire (Rofre, 
“Pumps, GFulings, ijortlers,” lelling,” Packing 
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Oil & Gas 





tn? Producer's Sup 


ply z Tool Co, 


Supplies 














WICHITA FALLS 
1296 


FORT WORTH, 
Lamar 4474 





TEXAS TULSA, OKLA, 












































REFINERIES 


TEXAS CITY, TEXAS 
FT. WORTH, TEXAS 
SAND SPRINGS, OKLA. 
VERA CRUZ, MEXICO C. 


TAMPICO, MEXICO SK | DALLAS. TEXAS 


a Division Offices 
Dallas, Tex. 


|| Ft. Worth, Tex. 





GENERAL OFFICES 





Osage 1291 - 
PIERCE OIL CORPORATION 








TWENTY-FIVE BROAD ST 


NEW YORK 


Western Operating Headquarters 


ST. LOUIS, MO. 


San Antonio, Tex. 


\ $t. Louis, Mo. Oklahoma, City, Okla. Shreveport, La. 


Little Rock, Ark. 


OIL and GAS WELL 
SUPPLIES 


‘‘TROPENAS”’ 
Patent Steel Fish Tail Bit 
Grip Rings, Rotary Shoes, Slide Tongs, Etc. 
‘“VANADIUM”’ 


Cast Iron Sprockets and Casing Heads, 
Grey Iron, Steel and Semi-Steel 
Brass Castings 


FORGINGS 
For Drill Collars, Rotary Shoes, Etc. 


Manufacturers and Sales Agents for 
Decker 203-inch Dove-Tail Post Rotary | 


Complete Rotaries and Repair Parts 
Carried in Stock | 


DE SOTO FOUNDRY 
AND MACHINE CO. 


(LIMITED) 


MANSFIELD - - - 





























LOUISIANA | 


Mexico City Mexico, 











Marion Keystone 
Pumping Jack 





SIMPLE — RELIABLE — SUBSTANTIAL 


HANDY pumper, and built for contin- 

} uous service, can be used with either 

walking beam or jack arrangement and oper- 

erated with a small engine. Marion Pumping 

Powers are built in different styles to meet the 
demands of the individual lease. 


MARION MACHINE, FOUNDRY & SUPPLY CO. 


MARION, INDIANA 


BRANCHES: Tulsa, Okla., Nowata, Okla., New Wilson, Okla., Drumright, Okla. 
Wirt, Okla., Eldorado, Kan.. Scottdale, Pa., Ft. Worth, Tex., Box 822 


==—3 Ce. a& 











THE ALEXANDER PATENT WATER GAUGE, a new departure. 
Write for free trial offer. 
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Producer on Poteet Tract 


Extends Ranger Field West} 





























4000 BARRELS DECLINE IN RANGER FIELD 


During the past statistical week the average 


daily production in the Ranger field fell off 
about 4000 bbls., due to a lack of new produc- 
tion sufficient te offset the natural decline of 


flowing wells. 
The production for the 
approximately as follows 


field is distributed 


3arrels. 


Pe Se CAR. avin tenbash sewn Sean's 3,000 
Pree Seen ee Cane 450. ok csc xc p's te uae een 8,100 
Sun Co. .... et SR ome pee ae . 2,250 
ROR SR ee a eereiat em thind 4.120 
Gulf Prod. Co. Soda et ey ean pe ee 5,490 
T. & P. Coal & Oil Co epee ee, 8 10,625 
pemnene Cate CPM BOO: os. cccsuvncscsceuc. 450 
Posie 09 Be BROT; OO... wasn kcnswsascees 3,000 
Min-iCansanr Oi] .& Gae Co......cesecceas 375 
RIN ee alal 21,100 

BENE Gaile a an Ci are te oon 2 oe D8 770 


NEW PRODUCTION AND LATE FIELD RE. 


PORTS. 
Sinclair Gulf Oil Co.’s No. 1 B. L. Danley 
in the northwest extension is a 2400-bbl. well 
at 3376 feet. 


States Oil Corpn’s No. 1 Tobe Morton is mak- 
ing 200 bbls. at 3480 feet. 

Mother Pool Oil Co.’s No. 2 Miller is making 
15 million feet of gas at 1560 feet, and is shut 
down for connections. 

North American Ref. Co.'s No. 1 Connelee got 
a sand at 1702 feet, and is shut down with a 
showing of oil. 

Magnolia Pet. Co.'s No. 3 P. O. Harris in the 
Olden district is making 50 bbls. of oil and 
about 6 million feet of gas at 1800 feet. 

Guif Production Co.'s No. 2 Gholson is a 200- 
bbl. well at 3462 

Texas & Pacific Coal & Oil Co.’s No, 2 Con- 
por is completed for 100 bbls. at 3330 feet. No. 
1 R. Duncan is dry at 3518 feet. 


feet. 


Prairie Oil & Gas Co.’s No. 10 Terrell is a 
20-bbl. well at 3740 feet. No. 13 Terrell is 
making 350 bbls. at 3442 feet. 

Humble Oil & Ref. Co.’s No. 2 T. E. Davis 


is a 600 bbl. well at 3553 feet. 
Gladstone Oil & Ref. Co.’s 
rigging to pump at 3540 feet. 
Magnolia Petroleum Co.'s No. 8 Rock is mak- 
ing 80 bbls. at 3552 feet. 


No. 7 Barton is 


Root, Hupp and Duff's No. 2 Poteet has a 7 
million foot gas sand at 1405 feet. 

The Texas Co.’s No. 2 Hagaman is aban- 
doned at 3554 feet 


McKinsey et al.'s No. 2 Griffin is making 200 
bbls. this week at 3220 feet. 

Atlas Oil Co.'s No. 2 Maun is making half a 
million feet of gas at 3700 feet 


Eclipse Oil Co.s No. 1 Fargason is making 


225 bbis. and fishing for tools at 3523 feet. 

Jake Hamous No. 2 Hamiiton is a 200-bbl. 
pumper at 24S Teet 

Ranger Hudson Oil (¢ s No. 1 Miller is a 

water well <¢ 718 feet, and is abandoned. 
WELLS PELOW 3000 FEET. 

Sun Co No Rust is drilling at 3340 fee 
N 7 Ru s fishing at 3186 feet: No. 8 Ru 
s drilling a 228 feet: No. 1 Sudderth is 

Viting on toois at 3605 feet. 

Gulf Production Co.'s No Rowiand is shut 
down waiting on pumping equipment at 3355 
feet; No. 4 Taylor is fishing at 3555 feet; No. 
4 Collett is shut down at 3300 feet; No. 1 Ray 

changing toois at 3540 feet; No. 4 Barnes is 


ing at 3365 feet; No. 2 Parton is 


iting Ca 





Hupp and Duff, their No. 4 at 3365 feet, 
extends the Ranger field 
The 


Q 700 bbl. well on the Poteet tract of Root, 


a mile 
well is 7 


west 
from feet 


in the 


former production. 
pay. 

This extension is in line with late comple- 
tions in the western Ranger field, being 1 mile 
west of the Perkins well of the same opera- 
tors, completed for 5000 bbls. initial in June, 
1919. Just east of the Perkins, the No. 1 Po- 
teet had a good showing of oil, and junked 


the hole, never being able to make a comple- 
tion. 

This production lies directiy west of the 
John York survey, north of Olden. This sur-, 


vey, about 2 miles square, embraces so far the 
cream of the Ranger field. The Roper, Boyd, 
Norwood, Davis and T. W. Connelee leases are 
all in the York survey, and all are productive. 
In the northwest corner of the survey the 
Texas Co. has valuable production on the W. 
T. Boyd lease. 

North of the Poteet is an area extending to 
the Danley of the Prairie Oil & Gas Co. where 
Wit 
waiting on tools at 3456 feet; No. 4 Parton is 
fishing for casing at 3246 feet; No. 1A Haga- 
man is installing gas engine at 3564 feet. 

Texas & Pacific Coal & Oil Co.’s No. 1 Man- 


cill is cleaning out at 3305 feet; No. 1 W. E. 
McCleskey is fishing at 3230 feet; No. 4 Mc- 


Cleskey is at the top of the sand at 3351 feet; 
No. 2 Hodges is cleaning out at 3424 feet; No. 
2 Beidleman is puliing casing at 3375 feet; No. 
5 J. H. McCleskey is drilling at 3150 feet; No. 
1 Cook is shut down waiting on tools at 4356 
feet; No. 3 Duncan is drilling at 3335 feet; 
No. 1 Bradford Heirs is drilling at 3576 feet; 
No. 12 Butler is fishing for bailer at 3242 feet; 
No. 14 Butler is drilling at 3238 feet. 


Prairie Oil & Gas Co.’s No. 2 Howard is 
drilling at 3232 feet; No. 3 Howard is shut 


down at 3362 feet; No. 5 Howard is shut down 
for hydraulic pipe at 3348 feet; No. 6 Howard 
is drilling at 3310 feet; No. 7 Terry is fishing 
for bit at 3260 feet; No. 2 Terrell is fishing 
for underreamer at 3240 feet; No. 7 Terre’] is 


drilling at 3265 feet; No. 3 Earnest is shut 
down at 3114 feet; No. 3A Christmas is shut 
down by order of court at 3240 feet; No. 5A 


Christmas is pulling casing at 3248 feet; No. 
1 Whitson is underreaming at 3394 feet: No. 7 
Roper is drilling at 3265 feet; No. 12 Roper 
is drilling at 3238 feet. 

Humble Oil & Ref. Co.’s No. 3 Davis is 
drilling at 3310 feet. 

Giadstone Oil & Ref. Co.’s No. 4 Barton is 
shut down at 3298 feet; No. 6 Barton is pre- 


paring to run casing at 3400 feet; No. 1 Wright 
is shut down at 3520 feet. 

Dunlap et al.’s No. 3 Rock is drilling at 3735 
feet. 

Lone Star Oil & Gas Co.'s 
is shut down at 3741 feet. 

Magnolia Petroleum Co.’s No. 12 Rock is 
drilling at 3310 feet; No. 4 Connellee is fish- 
ing at 3050 feet; No. 1 Davis is waiting on 
shot at 3680 feet. 


No. 1 Hagaman 


Root et al.’s No. 1 Perkins is drilling at 3345 
feet. 

Texas Co.’s No. 3 Hagaman is pulling cas- 
ing to abandon at 3554 feet; No. 1 Hise is 
pulling casing at 3325 feet; No. 3 Littleton is 


drilling at 3670 feet. 


Mid-Kansas Oil & Gas Co.’s No. 2 Griffin is 
fishiig for casing at 3361 feet; No. 1 Taylor 
is preparing to set casing at 3235 feet: No. 12 
Layne is drilling at 3020 feet; No. 1 Wagner 


et al. is preparing to make a shot at 3485 feet. 
Westheimer Oil & Gas No. 1 Griffin 


Co.'s 


is prepariig to make a shot at 3387 feet; No. 
2 Griffin is preparing to shoot at 3333 feet; 
No. 3 Griffin is fishing at 3370 feet; No. 5 
Griffin is shut down at 3352 feet; No. 8 Grif- 
fin is driliing past bit at 3350 feet; No. 1 D. 


tests are yet to prove the possibility « 
territory. 

Root, Hupp and Duff have two leases 
acres acres each, out of the Poteet tra 
tending west to a point north of the t 
Eastland. 


Directly west of the Poteet tracts 
Tobe Morton lease of the States Oil ( 
where the first well is making 200 bbls. 
having increased gradually for several 

These various tests are developing th 
dle of the triangle which roughly mar} 
limits of the Ranger field, the points 
figure being at Ranger, at Eastland, an 
point north of Eastland on the Stephen 
land county lines where a shallow field 
ing opened up. The triangle figure with 
points as its extremity does not accu 
mark the limits of production, as th: 
wells outside the boundaries of such a 
that are making big oil. In rough outlin: 
ever, the Ranger field follows the lines 
triangle. 


McCleskey is drilling at 3470 feet; No. 
shear is shut down at 3470 feet. 

Hivick et al.’s No. 1 Sue is drilling a 
feet. 

Sinclair Gulf Oil Corpn’s No. 1 Harp 
cleaning out at 3593 feet; No. 2 Harp 
cleaning out at 3270 feet; No. 5 Harp: 
cleaning at 3271 feet; No. 1 Thompson is 
ing at 3430 feet; No. 2 Moss is movin: 
contractors tools at 3430 feet; No. 1 Hag 
is casing parted at 3779 feet; No. 2 Hag 
is drilling at 3475 feet after topping the 
lime at 3375 feet; 
bridge at 3673 feet; No. 1 McGiothin is « 
ing after shot at 3476 feet; No. 2 Dank 
drilling at 3085 feet. 

John Markham’s No. 1 Copeland is shut 
at 3525 feet; No. 10 Copeland is cleanil 
3565 feet; No. 12 Copeland is fishing for 
at 3505 feet. 

Gilliland et al.’s No. 1 Burlock School it 
ing on company tools at 3445 feet. 

Imperial Oil Dev. Co.’s No. 1 Parrish is 
ing at 3324 feet. 

Atlas Oil Co.’s No. 1 Mann is cleaning 
at 3700 feet making one-half million fe 
gas. 

Dorsey et al.'s No. 7 Harrison is cieanins 
at 3472 feet; No. 9 Harrison is setting c: 
at 3229 feet. 

Eclipse Oil Co.’s No. 1 Cotton is shut 
at 3445 feet. 

Gillispie et al.'s No. 
3398 feet. 

Hamon's No. 1 Hamilton is cleaning ou 
3420 feet. 

States Oil Corpn’s No. 
at 3530 feet. 

Leon Oil Co.’s No. 2 Allen is pulling ca 
at 3275 feet. 

Tex-Richard’s No. 1 DeMoss 
company tools at 3610 feet. 

No. 4 


1 Cotton is fishin 


1 Butler is dri 


is waiting 

Harvey et al.’s 

3440 feet. 
Producers Oil & Refining Co.’s No. 1 C 


Cotton is 


is shut down at 3520 feet. 

Harwell Bros.’ No. 1 Moss is cleaning 
at 3480 feet. 

Empire Gas & Fuel Co.’s No. 1 Peep! 


drilling at 3195 feet. 

Jacksou Oil & Refining Co.’s No. 1 Cot 
is seiting casing at 3187 feet. 

Drillers Oil Co.’s No. 
at 3300 feet. 

Ocean Oil & Gas Co.’s No. 1 Brooks Heii 


drilling at 3275 feet. 


Phillips Petroleum Co.’s No. 1 Dawson 
shut down at 3230 feet. 


No. 1 Barnes is drilling 


drillins 


1 Barnes is shut d 
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F-R-S: 


FOR READY SERVICE 





Ready-to-Wear Service 


(—and wear well) 


—that’s what the Oil Operator 
“has got to have’—. . 


—and that’s what he gets at the 
Frick-Reid Stores 


Needing casing, broken drill cable, hard up for sand lines, 


boiler burnt out, need to pull some casing, in sad need of | 


reliable steam pumps, have to have pumping powers, may 


just need a few safety electric lanterns, or in fact if you need 


anything, from a bolt to “Reid” Gas 
Engines, go to the Frick-Reid Stores 


Tulsa, Okla. 
Bartlesville, Okla. 
Okmulgee, Okla. 
Nowata, Okla. 
Chelsea, Okla. 
Dewey, Okla. 

New Wilson, Okla. 


Drumright, Okla. 
Shamrock, Okla. 
Cleveland, Okla 
Morris, Okla. 

New Healdton, Okla 
Quay, Okla. 


AND STILL SPREADING 


Ranger, Tex. 
Wichita Falls, Tex. 
Electra, Texas. 
Augusta, Kansas. 
Chanute, Kansas. 
Eldorado, Kansas 


_“‘Frick- Reid Supply Company 


Executive Sales Offices 
Tulsa, Okla. 








F-R-S 





FRICK-REID SERVICE 


Main Offices 
Pittsburgh, Pa. 
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Tuisa Producing & Refining Co.’s No. 1 Sue 
is drilling at 3175 feet 

Texas Crude Oil Co.'s No. 1 Sue is drilling 
at 3480 feet. 

Alrtex Oil Co.'s No. 1 Olden School lot is 
drilling at 3550 feet. 

Ranger Stevens Production Co.’s No. 1 Sue 
is undeieraming at 3535 feet. 

McCoorty et al..s No. 1 Sue is drilling at 
3020 feet. 


OTHER WELLS DRILLING OR SHUT DOWN 

Sun Co.'s No. 1 F. W. Ailen is drilling at 700 
feet; No. 9 Rust is pulling pipe at 1564 feet; 
No. 3 Laudersdale is shut down at 1515 feet; 
No. 4 Laudersdale is pulling casing at 785 feet; 
No. 2 Maynard is drilling at 1055 feet; No, 1 
Maynard is drilling at 1920 feet. 

Gulf Production Co.’s No. 9 Collett is shut 
down to repair gas line at 2415 feet; No. 3 
Gholson is setting casing at 1265 feet; No. 5 
Barnes is drilling at 1300 feet; No. 6 Baraes 
is drilling at 3350 feet; No. 1A Praeter Grice 
is shut down at 2712 feet; No. 2A Praeier 
Grice is waiting on toois at 2729 feet; No. 3A 
Praeter Grice is waiting on toois at 2721 feet; 
No. 4A Praeter Grice is waiting on tools at 
2754 feet: No. 5A Praeter Grice is shut down 
at 2650 feet; No. 6A Praeier Grice is shut 
down at 735 feet; No. 7A Praeter Grice is shut 
down at 460 feet; No. 8A Praeter Grice is shut 
down at 270 feet; No. 1 Perkins is driliing at 
2775 feet; No. 2 Perkins is drilling at 29. 
feet; No. 3 Perkins is fishing at 1230 feet; 
No. 4 Perkins is drilling at 1534 feet: No. 5 
Perkins is drilling at 1200 feet; No. 1 Snod- 
grass 1s shut down at 1060 feet. 

Texas & Pacific Coal & Oil Co.’s No. 5 Me- 
Cleskey is drilling at 900 feet; No. 6 Me 
Cleskey is drilling at 1213 feet; No. 7 Mec- 
Cleskey is driiling at 600 feet; No. 9 McCles- 
key is drilling at 700 feet; No. 4 Hodges is 
shut down at 1920 feet; No. 5 Hodges is driil- 
ing at 2620 feet; No. 2 Cook is drilling at 550 
feet; No. 5 Duican is drilhng at 900 feet; No. 
6 Hand is drilling at 1340 feet; No. 9 Hand is 
drilling at 535 feet; No. 3 Clemmer is drilling 
at 1330 feet; No. 4 H. R. Clemmer is drilling 
at 450 feet; No. 3 Henson is drilling at 2780 
feet; No. 1 Pool is shut down at 2085 feet: No. 
7 Butler is drilling at 1955 feet; No. i1 But- 
tler is drilling at 650 feet: No. 4 Norwood is 
drilling at 1000 feet; No. 5 Norwood is driliing 
at S70 feet; No. 13 Norwood is drilliig at 2000 
feet: No. 14 Norwood is drilling at 1315 feet; 
No. 15 Norwood is drilling at 700 feet: No, 16 
Norwood is drilling at 360 feet; No. 18 Nor- 
wood is drilling at 1010 feet; No. 3 Hagaman 
is drilling at 1010 feet: No. 2 Williams is 
drilling at 30 feet; No. 1 Terreil is drilling 
at 1245 feet. 

Prairie Oil & Gas Co.’s No. 4 Howard is 
shut down at 840 feet; No. 5 Terry is drilling 
at 1345 feet; No. 6 Terry is drilling at 925 
feet; No. 16 Terrell is driliiig at 500 feet: No. 
2 Johnson is drilling at 865 feet; No. 8 Slay 
den is drilling at 250 feet; No. 6 Roper is drill- 
lg at SUO feet; No. 9 Roper is diilling at 600 
feet; No. 10 Roper is drilling at 1025 feet; 
No. 11 Roper is driiling at 2430 feet: No. 13 
Roper is driiling at 705 feet; No. 20 Roper is 
driliing at 285 feet; No. 21 Roper is drilling 
at 2050 feet; No. 8 J. T. Roper is drilling at 
1000 feet; No. 2 Cunningham is drilling at 450 
feet; No. 1 Danley is drilling at 315 feet: No. 2 
Danley is drilling at 1750 feet. 

Humble Oil & Refining Co.’s No. 1 Scott is 
shut down waiting on Star machine at 340 
feet; No. Scott is drilling at 1800 feet: No 
4 Parton is driliing at 2925 feet; No. 5 Parton 
is drilling at 620 feet; No. 1 McCord is under 
reaming at 2030 feet; No. 2 McCord is drilling 
at 250 feet 

Magnolia Petroleum Co.’s No. 6 Nash is drill- 
ing at 2995 feet; No. 9 Rock is drilling at 2175 
feet; No. » Connellee is drilling at 1700 feet: 
No. 7 Connellee is shut down at 1830 feet: No. 
S Conneilee is drilling at 500 feet; No. 3 Harris 
is drilling at 950 feet; No. 5 W. A. Harris is 
drilling at 1000 feet; No. 3 Davis is fishing at 
2930 feet; No. 2 Walker is shut down at 2375 
feet; No. 1 Turner is fishing at 1600 feet. 

Root et al.'s No. 1 Poteet is drilling at 2500 
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feet; No. 2 Perkins is drilling at 2020 feet; No. 
4 Ferkins is drilling at 1310 feet. 

Wagner ei al.'s No. 5 D. McCleskey is drill 
ing at 1220 feet. 

Texas Co.'s No. 2 Stanley is repairing rig at 
1560 feet; No. 3 Stanley is fishing at 7u9 feet; 
No. 5 Boyd is drilling past bailer at 1695 feel 
feet; No. 5 Littleton is drilling ai 2085 feet; 
No. 1 Turiuer is underreaming at 850 feet. 

Mid-Kansas Oil & Gas Co.'s No. 4 Layne is 
fishing at 2900 feet; No. 11 Layne is drilling 
at 2000 feet; No. 2 Rush is drilling at 2250 
feet; No. 4 Wagner et al. is drilling at 1450 
feet. 

Maxwell et al.’s No. 1 Miller is driiling at 
600 feet. é 

Sinclair Gulf Oil Corpn’s No. 3 Harpool is 
drilling at 1500 feet; No. 6 Harpool is fishing 
at 2000 feet; No. 2 Thompson is fishing at 
2160 feet; No. 3 Barnes is shut down at 710 
feet; No. 4 Barnes is drilling at 1880 feet; No. 
2 Davis is drilling at 610 feet. 

Johu: Markham’s No. 15 Copeland is drilling 
at 2999 feei; No. 16 Copeiaud is underreaming 
at 2550 feet. 

Balientine et al.’s No. 2 Church lot is hav- 
ing casing trouble at 2980 feet. 

Dorsey et al.’s No. 10 Harrison is drilling 
at 1100 feet. 

Chapman et al.’s No. 1 Sue is drilliig at 
2380 feet; No. 2 Wright is drilling at 2850 feet. 

Eclipse Oil Co.’s No. 2 Cotton is shut down 
at 2200 feet; No. 3 Cotton is drilling at 950 
feet. 

W. A. Thrases et al.’s No. 1 Corner School 
lot is drilling at 680 feet. 

Moiherpooi Oil Co.’s No. 2 Miller is driiling 
at 950 feet. 

States Oil Corpn’s No. 1 Sumrell is drilling 
at 1050 feet; No. 1 Earnest is driiling at 950 
feet; No. 1 Harbin is drilling at 550 feet; No. 
1 Barber is drilling at 965 feet. 

Tidal Oil Co.’s No. 3 Daniey is shut down at 
1240 feei; No. 4 Daniey is drilling at 900 feet. 

Leon QOil Co.’s No. 3 Alien is drilling at 
1725 feet; No. 4 Allen is drilling at 2850 feet; 
No. 8 Allen is drilling at 550 feet. 

Tex-Rickard’s No. 2 Cottou is drilling at 675 
feet. 

Albers Oil Co.'s No. 2 Turner is drilling at 
465 feet: No. 1 Brown is driiling at 1300 feet. 

R. O. Harvey et al.’s No. 2 Coiton is drilling 
at 830 feet; No. 5 Cotton is drilling at 930 feet. 

Harkrider et al.'s No. 1 Webb is drilling at 
1020 feet. 

Heenan et al.’s No. 2 Barker is drilling at 
250 feet. 

Caldweil Oil & Gas Co.'s No. 1 Laterty is 
drilling at 2930 feet. 

Ohio Cities Oil & Gas Co.’s No. 1 Pierce is 
shut down at 1500 feet. 

Cartier Oil Co.’s No. 1 Pierce is shut down at 
GSO feet. 

Moscow & Ford’s No. 1 Pleasant 
School ict is fishing at 2230 feet. 

Falso.i Pet. Co.’s No. 1 Hawk is 
1600 feei 

Hueco Ranger Oil Co.'s 
drilling at 950 feet. 

Texas Oklahoma Oil & Dev. Co.'s No. 1 
Pleasaut Grove Church lot is underreaming 
at 2200 feet. 

Southwestern Petroleum Co.’s No. 1 Woods 
is drijiing at 2210 feet. 

Kentucky River Qil Co.’s No. 1 Niver is shut 
down at 1200 feet. 

Stanton Oil Co.’s No. 1 
lot is fishing at 1900 feet. 

Royal Puke Oil Co.’s No. 1 Hanks is drilling 
at 550 feet. 

Texas Crude Oil Co.’s No. 1 Lighfoot is shut 
down waiting on string of tools at 2230 feet. 

Ranger Cisco Oil Co.’s No. 1 Miller is shut 
down at 430 feet. 

Boldhead QOul Co.’s No. 1 Sue is drilling at 
1200 feet. 

Goode Oil Co.’s No. 1 Sue is drilling at 2000 
feet. 

Riley et al.'s No. 1 Sue is drilling at 2730 
feet. 

Hercules Petroleum Co.’s No. 1 Holleman is 
driliing at 950 feet. 


Grove 


No. 2 Holieman is 


New Hope Church 
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Porter Wertz Oil Syndicate’s No. 1 Pe, 
is drilling at 2100 feet; No. 3 Perkins is 
ing at 1700 feet: No. 4 Perkins is drilliy 
1030 feet; No. 5 Perkins is drilling at 1800 

Parton et al.'s No. 1 Moss is drilling at 
feet. 

Barkley Oil Co.’s No. 1 Turner is drilli) 
2250 feet. 

Banker’s Oil & Gas Co.’s No. 1 Statelai 
shut down for water at 750 feet. 

Ranger Brocks Oil Co.’s No. 1 Brook | 
is drilling at 1450 feet. 


RIGS. 

The following are rigs: 

Sun Co.’s No. 3 Allen; No. 3 Blackwell: Nos 
10 and 11 Rust; No. 2 Duncan; No. 1 Dun 

Guilt Production Co.'s No. 4 Gholson; Ni 
Barnes; No. & Barnes. 

Texas & Pacific Coal & Oil Co.’s No. 4 Eng 
land; No. 5 England is timbers; No. 2 Man 
No. 2 McCleskey Heirs; No. 8 W. E. MeCles 
key; No. 3 Beidleman; No. 4 Beidleman: Nos 
19 and 26 Brewer; No. 8 Hand; No. 2 Heiis 





No. 1 Page; Nos. 3 aud 4 Davenport; Nos. § 


and 9 Butler; Nos. 13, 15, 16, 17, 18, 19 
20 Butler; Nos. 6 and 7 Norwood; Nos. 8, 9 
11 and 12 Norwood; Nos. 19, 20, 21 and 22 Nor 
wood; No. 1 Dan Wagner; No. 1 Erwiu: Ni 
2 Rice; No. 2 Gerdes; Nos. 2, 3, 4, 5 and | 
Terrell; Nos. 1, 2, 3 and 4 Davis; No. 2 G: 
way; No. 2 Whitson; No. 2 C. S. Davis 
Prairie Oil & Gas Co.’s No. 7 Howard is tim 
bers; No. 7 Woods; No. 3 Terrell: No. 4 Ea 
nest; No. 2 M. V. Brewer; No. 3 M. V. Brews 
No. 4A Christmas; 
Whitson is timbers; No. 2 Dailey; No. 3 Da 
ley; Nos. 15, 17 and 18 Roper; No. 7 J. 7 
Roper; No. Bl Madding; No. 1 Fox; Ni 
Walker; No. 1 Cotton; Nos. 1 and 2 Crabi 


No. 5B Christmas; No. 2 


Humbie Oil & Ref. Co.’s No. 3 Sue: No. 2 


Fargason; No. 4 Davis; No. 3 McCord: Nos 
1 and 2 Sitateland. 

Gladstone Oil & Ref. Co.’s Nos. 2, 3 and 
Wright. 

Ranger Texas Oil Co.’s No. 2 Harrell. 

Cullen et al.’s No. 1 J. W. Jones. 

Magnolia Pet. Co.’s No. 9 Nash; No. 10 Na 


t 


A 


is timbers; No. 12 Nash; Nes. 10 and 11 Rock; 


Nos. 9 and 10 Conunellee; Nos. 2 and 3 W. A 
Harris; No. 2 Oscar Harris; No. 2 R. S. Ha! 
ris; No. 4 Davis; No. 5 Davis; No. 1 McCord 
No. 1 Loper. 

Root et al.’s No. 1 Hunt; No. 3 Poteet; N 
5 Poteet; No. 3 Perkins: No. 1 Bond. 

Wagner et al.'s No. 1 T. W. Duncan; No 
Englaud. 

Texas Co.'s No. 4 Stanley; No. 3 Boyd; N 
Boyd; No. 6 Boyd; No. 7 Boyd is material 
the ground; Nos. 8 and 9 Boyd; No. 10 Bi 
is Mateiial; No. 11 Boyd; No. 12 Boyd is 1 
terial; Nos. 13 and 14 Boyd; Nos. 1 an 
Littieton; Nos. 6 and 7 Littleton: No. 8 | 
tleton is material; No. 2 Turner: No, 3’ 
ner is material on the ground. 

Mid-Kaiisas Oil & Gas Co.’s Nos. 3 an 
Griffin; Nos. 6 and 7 Layne; Nos. 13, 14 
and 16 Layne; No. 3 Wagner; Nos. 5 an 
Wagier; No. 1 Harrell; No. 2 Harre!l is 
terial on the grouiid. 

Westheimer Oil & Gas Co.'s No. 4 Grif 

Hivick et al.’s No. 2 Moss. 

Sinclair Guif Oil Corpn’s No. 3 Thompsi 
Nos. 2 and 3 Hagaman; No. 6 Barnes; No 
Davis is timbers; No. 4 Barnes is timbe 
No. 2 Barnes. 

John Markham’'s No. 
bers; No. 19 Copeland. 
McKenzie et al.’s No. 2 Griffin. 
Acme Oil Co.’s No. 2 Earnest. 
Crosby & Davis’ No. 8 Crosby. 
Eclips Oil Co.’s No. 4 Cotton; 

gasoi. 

W. A. Thases et al.’s No. 2 Sue. 

Gillispie et al.'s No. 1 Bobo; No. 2 Cott 
No. 4 Cotton. 

Jake Hamon’s No. 3 Hamilton. 

Monitor Oil Co.’s No. 3 Parton. 

Ross et al.’s No. 1 Bond. 

States Oil Corpn’s No. 1 Roper; No. 1 Ha 

(Continued on Page 38.) 
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IGE R. L. BATTS BECOMES GULF 
COUNSEL. 


ee R. L. Batts of Austin on Sepiember 1 
icceed F. C. Proctor as general counsel 
e Guif Companies who has resigned to 
private practice. Judge Batts has recent- 
ignel as United States Circuit Judge to 
th the Gulf. 
L. Stone, Jr., will become aSsoc-aie gen- 
ounsel. 
offices of the general counsel of the 
depaitmeut of the Guif Companies will 
ansferred from Houston to Pittsburg, Fa. 
statement issued by George S. Davison, 
ident of the Gulf Companies follows: 
ffective Sepicmber 1, the resiguation of 
Proctor as general counsei is accepted 
Judge R. L. Batts is made general coun- 
ind H. L. Stone, Jr., associate general coun- 


secause of the increase in the company’s 
iness in the East, it has been concluded 
be advisabie that the general counsel be at 

sburg, where the other general officers 

located. Mr. Proctor concurs in such con- 
sious, but, although urged to do so, is un- 
villing for personal reasons to leave Houston 
remove io Pittsburg, aid because of this 
has tendered his resignation of the position 

has filled satisfactorily for more than 14 

fhe acceptance of his resignation is with 
gret. Mr. Proctor will go into the general 

iice of his profession in Houston but has 
greed to accept a retainer from the companies 
hereunder they may have his counsel when 
sired in important matters. 

Judge R. L. Batts is United States circuit 
idge for the Fifth district; he resigns such 
sition to accept that of generai counsel] of 

companies, will remove to Pittsburg and 
ve offices there. H. L. Stone, Jr., has been 
ssistaut general counsel for several years; he 
made associate general counsel and it is 

templated he will remove to Pittsburg in 
near future.” 

Proctor does not contemplate leaving 
iston. “The announcement by Mr. Davison 
plain,’ he said. ‘“‘For several years it has 

my opinion that the general counsel of 

Gulf Oil Companies should be in Pittsburg. 

business has grown so much, particularly 
the Atlantic States, that even with a leased 
to Pittsburg, it is very difficult—I think 
impraciicabie—to supervise the companies 

ii matters from Houston. 

So far as I am personally concerned I am 

firmly rooted in Texas to bear transplant- 

io Pittsburg. Judge Batts has resignei as 
and his resignation has been forwardea 

‘yesident Wilson.” 


oe 
——— oo 


VER CYCLE BURNS AT EURKBURNETY 


Silver Cycle well in block 75, Northwest 
kburneit, caught fire last week and the 
was destroyed aud for a time threatened 
ning property. It was smothered out soon 

liltle itvouble and the weil is still f.ow 
but is pinched. This is a sisier well to 
rolden Cycle, the second well to be com 
{1 in the Northwest Burkburnett field and 

was the sccne of a fire. The Golden 
has never come back. 


Lod 
~+—-—-99 ——_ — 


PLANKS READY FOR OIL COMPANIES. 


L. Mildren, conservation officer represe it- 
he Texas Railroad Commission in Wichita 
anuouuces that blanks have been p!aced 
the Frick-Reid Suppiy Company office in 
hita Falls for the convenience of the vari- 
oil companies who are required to maké 
iin reports to the commission. Heavy pen- 
es are provided in the new law when tht 
ris are not properly filed. Commissione\ 
nee Gilmore was in Wichita Falls las\ 
ek lookiig into the railroad congestion and 
the railroad officials here for a confer- 
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WHY ? WHEN— 











_Lose Time and Money awaiting From our shops and stocks of 
Delivery of your Refinery Tankage materials, located right at your door, 
from far distant points - Rialroads you can secure at once Pressure and 
are uncertain these days— Storage Tankage? 
















Crude and Casing Head 


Steam Stil!s Gasoline 
Plants 
Agitators . 
Blending and 
Condenser Stock Tanks 
Boxes 
Accumulator 
Acid Tanks Drip and 
Pressure and Vacuum Tanks 
Storage Etc., Etc. 
Tankage WRITE US 











STEEL PLATE WORK OF ALI KINDS, ENGINEERS, MFRS. and ERECTORS 


Tulsa Boiler & Sheet Iron Works 


P. O. BOX 1926, TULSA, OKLAHOMA 





















































TRACK WITH THE TRUCK 


The use of a TEXAS TRAILER in the oil field is 
economy. It is of unsurpassed value in solving the 
hauling problem of the oil man. Made in 2, 3 and 5 
ton sizes. Call or write. 


TEXAS WAGON WORKS 


MANUFACTURERS 
HOUSTON TEXAS 
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AN INCREASE AT BURKBURNETT. 


ge daily production at Burkbur- 

saw an increase ot 7000 barrels last week, 
bringing t] total for the tield to 02,000 bat 
is against 85,000 the previous week. There 


producers except 10. 


were 44 completions, all 

| dail Yroduction is divided about as fol 

1 

lows 

Batrels 

Pe PeOERS COBRA. oso ck web ew ncc see Pee 

Gilliland Oil Company Paes 5,000 

Guli Prod. Company seek fase Se spe 

Humble Oil & Ref. Co sein We ok a 

Magnolia Pet. Co. - 3,500 

Western Oil Corporation rere 

Miscellancous ......... ; Tee eer er 
Total . .92,000 


85,000 


BURKBURNETT COMPLETIONS. 


Following are the late completions at Burk 


Bonito Oil Co.’s No. 1 Taylor, 1200 barrels, 
Cline et ‘al’s No. 1 
1690 feet. 
Kansas City Gulf Oil Co.’s No. 3 Taylor 
1600 barrels, 1670 feet. 
Magnolia Petroleum Co.’s Nos. 12 Ruyle, 50 
barrels, 1570 feet; 16 Hardin, 50 barrels, 1664 
and 17 Hardin, 25 barrels, 1635 feet. 

Norton Xx Cline’s Nos. I Wagvoner, 2000 
Dari , 1710 feet; 3 Waggoner, 2000 barrels, 
1680 feet; 4 Waggoner, 2200 barrels, 1680 feet; 
5 Waggoner, barrels, 1604 
Waggoner, 2000 barrels, 1680 feet 
Oklahoma Petroleum & Gas Co.’s No 
lazylor, 2000 barrels, 1070 feet 
tT. I. Staley & Co.’s No. 4 Taylor, 
Is, 1625 feet. 

Western Oil Corporation’s No. 2 Waggoner 
(S50), 750 barrels, 1610 feet, and No. } lay- 
oo barrels, 


10 1040 teet 
B =e" 
rPATHIC 


\\ aggoner, 1000 


+ 


1000 reet, and 6 


2000 


‘ 


intr y 
id 


ey & Meadows’ Nos. 1 Vogel, 1200 
barrels, 1774 feet; 2 Vogel, 1200 barrels, 1770 


and 4 Vogel, 1400 barrels, 1810 feet. 

Marigold Oil Co.’s* No. 5 Vogel, 1200 bar- 
reis, 1810 .feet. 

Clark Gray Oil Co.’s No. 2 
barrels, 1670 feet. 

Northwestern Petroleum Co.’s No. 1 Elsea, 
1000 barrels, 1700 feet. 

Roberts & Hill’s No. 1 
rels, 1650 feet. 

Staley, Langford & Chenault’s No. 1 Wag- 
goner (87), 1400 barrels, 1590 feet. 

Silver Cycle Oil Co.’s No. 2 Renne, 1000 
barrels, 1780 feet. 

Skelly Oil Co.’s 
barrels, 1580 feet. 

Young & Kennedy’s No. 


rels, 1600 feet. 


Taylor, 1000 


Taylor, 1200 bar- 


No. 7A Waggoner, 1000 


1 Taylor, 2200 bar- 


Humble Oil & Refining Co.’s Nos. 1 Wag- 
goner, 1600 barrels, 1503 feet, and 4 Wag- 





woner "ZC 


gone barrels, 1600 feet. 
Seventy ~~ ih oO | yi] Co.’s No. I 


Waggoner 


1000 barrels, 1650 feet 

Hardl Able Dil Co.’s No. 1 Taylor, 1500 
barrels, 1610 feet. 

Olsan Davis Oil Co.’s No. 1 Morgan, 1200 


Burk George O:il Co.'s No I 
rrels, 1595. feet 

Burk s6 Oil Co.’s No. 1 Block 88, 2500 bar- 
14 feet in sand, 1675 feet 

lf Production Co.’s Nos. 1A Elsea, 1700 
16900 feet; 4 Morgan, 1200 barrels, 1630 
and 3 Waggoner, 1400 barrels, 1605 feet. 


George, 500 
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Improvement in Transportation 
Situation Is Small But Steady, 


UMEROUS completions continue in thé 
Burkburnett field, with interest centered 
altogether in the Northwest 
pool, while there is a slight im- 
in the pipe line and railroad con- 
situation. During the week 44 wells 
were completed, all producers except 10 aban: 
dornments. Only three of the producers wer 
in the townsite, the rest being in the North 
west pool. The total initial production wes 
estimated at 43,425 barrels, although none oi 
the completed wells are being permitted to 
run wide open, many of them having been 
shut down completely waiting pipe line con- 
nections. A very large amount of oil is in 
storage in the field, to be run when the pipe 
lines catch up. 


I | almost 


Buikburnett 
provement 
cestion 


The Pipe Line Runs 


The pipe line runs for the seven-day period 
reached the total of 570,000 barrels, an in- 
crease of 7000 barrels each day. Burkburnett 
now has an average daily production of 92,000 
barrels, an increase of 7000 barrels over thx 
previous week. The Texas Company pipe 
line continues to run capacity, moving about 
155,000 barrels the past week, while the Mag- 
nolia Petroleum Company moved about 1I1o,- 
ooo barrels in the seven-day period. Other 
agencies moved the rest. 

The railroad congestion is showing an im- 
provement. Officials are being sent into the 
district to clear up the congestion and an im. 
prevement is expected each week for the next 
three weeks, when likely the situation will be 
almost cared for. L. C. Mahoney of Chicag« 
has been sent to Wichita Falls by the regional 


“HED “LEELA 1 Wun J m 


ABANDONED WELLS AT BURK- 
BURNETT 


The following wells have been abandoned 


Burkburnett: 
tern Oil Co.’s 


No. 1 Wagegonet 


1090 feet. 

Mo-Tex Oil Co.’s No. 1 Simms, junked, 1835 
fee te 

Colorado Oil & Gas Co.’s No. 1 Vaught 
2005 feet. 

Gilliland Oil Co.’s No. 2 Vancleve, junked, 


1680 feet. 
Couch 
1625 feet. 
Hoyo Oil Co.’s No. 1 Hardin, 1595 feet. 
Texas Ranger Oil Co.’s No. 1 Renner, 1830 
seet. 


3urk Oil Co.’s No. 1 Hardin, junked, 


Badger Texas Oil Co.’s No. 1 Miller, 2000 
icet. : 
Southern Staets Oil Co.’s No. 1 Michna, 


1&40 feet. 
United Southern Oil Co.’s No. 1 
burg, junked, 1895 


Schnaken 
feet. 


OTHER DRILLING WELLS AT 
BURKBURNETT 
The following wells in the Burkburnett fields 
are drilling at the deptl 
otherwise stated: 
Arlington Oil Co.’s No 


tioned unless 


S men 


1 Willis, sh 


ut down 


345 feet; Army Man Oil Co.’s No. 1 Taylor, 
560 feet; American Ref. Co.’s No. 4 Wag 
goner, 1400 feet; Angus Beard’s No. 1 Elsea, 
1475 feet. 

Burk Reserve Oil Co.’s No. 1 J. S. Smith, 
fishing, 1225 feet; Burk Crest Oil Co.’s No. 


1 Waggoner, 1300 feet; Burk Daniels Oil Co.’s 
No. 1 Daniels, 1300 feet; Barkley & Meadows’ 
No. 4 Vogel, shut down 1120 feet: Burk Harris 
Oil Co.’s Nos. 1 and 1B Schmisseur, 1300-1100 
feet; Burk King Oil Co.’s No. 1 Taylor, 500 
fect; Big Four Oil Co.’s No. 1 Taylor, 600 


director to see what could be done in 
Fort Worth & Denver yards. He took 
his coat, has spent several days in the ya: 
and says things will be cleared by Satur 
night. He will then go to other divis 
peints to clear up the jams at those pla 
If Mahoney had the same authority 
the Katy, giving him supervision over b 
and he kept up his present rat 
speed, a big change would be noted wit! 
two weeks’ time. As it is, more tank < 
are coming into the district each week, 
switch crew and engine has been placed 
Iowa Park by the Fort Worth & Denver, a 
big improvements are gradually nearing co 
pletion on the Katy line and yards. 


1 oads, 


Building Storage 

Many storage tanks are being erected in | 
field just as fast as the material can be c: 
ried to the field, and during the past we 
several wells were drilled in, filled th 
storage and shut down. Practically no wi 
in the Northwest pool or in the townsite, 
permitted to run wide open. All are bei 
pio rated, but not under forced state auth 
ity. The pipe lines are moving a portion 
the oil from each well and doing their b: 
to handle a bad situation as fairly as px 
sible. 

No further break in prices has been report 
(Ct course some of the companies are selli 
their oil to small purchasing agencies at 
piice below the posted price, but this oil 
sold will not total many thousand bar! 
daily. The larger carriers are holding up t 
price and the larger producers are standi: 
pat on refusing a cut in price. 


feet; Burk Valley Oil Co.’s No. 1 Elsea, 12 
feet; Bradley Bros. No. 5 Vogel, 7oo fi 
Baggot Oil Co.’s No. 1 Elsea, 1000 feet. 


Contractors Oil Co.’s No. 1 Taylor, 450 fc 
Ciark-Gray Oil Co.’s Nos. 1 and 3 Tayl 
Taylor, 100 feet; Clark, Olsan & Whale 
No. 1 Morgan, 500 feet, 2 Morgan, 600 f: 
3 Morgan, 600 feet, and 4 Morgan, 400 feet 

Drillers & No. I 


Producers’ George, I4° 


feet; Des Plains Oil Co.’s No. 1 Kierst, 120 
feet; Daniels Agency’s No. 2 Brannon, + 
feet. ‘ 


Farmer Jones Oil Co.’s No. 1 Taylor, sl 
down 145 feet; Fern Oil Co.’s No. 1 Was 
goner (second hole), 500 feet, No. 2 Wag 
goner, 350 feet. 

Gulf Production Co.’s Nos. 2 Schmisseu: 
2, 5 and 6 Morgan, above 1500 feet; God 
Oil Co.’s No. 2 Waggoner, 1450 feet; Gallo 
way Oil Co.’s No. 3 Taylor, 1300 feet; O. (¢ 
Giaves Oil Co.’s No. 1 Taylor, shut dow: 
1250 feet; Goodwin Chambers Oil Co.’s No 
2 Taylor, 400 feet; Golconda Oil Co.’s No. 
Eisea, 400 feet; Gold Bell Oil Co.’s No. 
Vogel, 400 feet. 

Harvey Oil Co.’s No. 16 Ruyle Farm, shi 
down 1190 feet; Howard Weber’s Nos. 7 
1cA, 12 B and 16B Brannon, above 1500 feet 
Humble Oil & Ref. Co.’s Nos. 17 and 2 
Hardin, 16 Ruyle, 1 and 2 Evans, 4 Waggone: 
ail above 1500 feet; Healdton Oil Co.’s Nos 
3 and 4 Evans, 1250 feet; Howard Weber’s No 
2 Elsea, 850 feet; Harrison et al’s No. 2 Voge! 
500 feet; Hammond et al’s No. 1 Taylor, 145 


feet; Harris & Drew Oil Co.’s No. i Evans 
850 feet; Haefner Oil Co.’s No. 2 Morgan, 
400 feet; J. T. Hogan’s No. 1 Morgan, 62: 


icet. 

International Texas Oil Co.’s No. 3 Evans. 
1250 feet; Invaders Oil Co.’s No. 1 Brannon, 
500 feet; Imperial Oil Co.’s No. 2 Taylor, 
1300 feet, and 4 Taylor, 525 feet; Iowa Burk 


Oi! Co.’s No. 3 Renner, 600 feet; Imperial Pet. 
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o. 3 Evans, 500 feet, and 4 Evans, 400 
X. L. Oil Co.’s No. 1 Morgan, 325 


Eight Oil Co.’s Nos. 1 Waggoner, shut 
) feet, 2 Waggoner, 1240 feet, 3 and 
eoner, 1200-350 feet; Kimble-Miller’s 
faylor, 1425 feet; Knox et al’s No. 1 
1300 reef, 
Two Oil Co.’s No. 1 Waggoner, 1250 
ingston Oil Corporation’s Nos. 3, 4 
nd 11 Taylor, all above 1500 feet 
‘lia Petroleum Co.’s Nos. 18 and 19 
17 Hardin, 13 Owens, all above 1500 
cklestone Oil Co.’s No. 1 Elsea, 1300 
& P. Burk Oil Co.’s No. 4 Evans, 
Marigold Oil Co.’s Nos. 4 Vogel I 
sseur, 1400-900 feet; Main Pool Oil Co.’s 
\forgan, 800 feet; Mississippi Burk Oil 
Nos. 1 Fowler, 3 Taylor, 1300-500 feet; 
tic Oil Co.’s No. 2 Vogel, 1475 feet; 
Oil Co.’s No. 1 George, fishing 1150 


fann Oil Oil Co.’s Nos. 2B and 3B El- 
00-600 feet; McNally Oil Co.’s No. I 
fishing 815 feet. 
& Livingston’s Nos. 2 and 3 Block 
Block 86, 4 and 7 Block 85; Norton & 
Nos. 6 and 8 Waggoner, 1300-350 feet. 
homa Pet. & Gas Co.’s Nos. 1 Taylor, 
2B Taylor, 1C Taylor, and 7 and I! 
all above 1500 feet; Osage Oil Co.'s 
and 2 Vogel, 600-400 feet; O’Neill Oil 
No. 3 Vogel, 250 feet; Oklahoma Prod. 
Co.’s Nos 2 Elsea 1400 feet, 1B Elsea 
t: Olsan & Davis’s No. 2 Morgan, 1475 


andle Ref. Co.’s No. 2 Guetze, 1475 
oducers & Refiners’ No. 3 Renner, shut 
600 feet; Perkins Harvey Oil Co.’s No. 

500 feet; Pennsylvania Oil & Gas 
Jo. 2 Evans, below 600 feet; Pickins et 

6 Vogel, 400 feet. 

Pet. Co.’s Nos. 1 Morgan, 13 Wag- 
[000-350 feet; Roberts & Hill’s No. 4 
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Renner, 600 feet; Ranger Duke Oil Co.’s No. 
1 Waggoner, shut down 745 feet; Red Riv 
Dome Oil Co.’s Nos. 1, 5 and 6 Taylor, 1200 
500-400 feet; Ranger Burkburnett Oil Co.’s 
Nos. 2 and 4 Waggoner, 1400-900 feet. 

Sibley-Taylor (No. 3) Oil Co.’s No. 2 Micl 
ner, 1200 feet; Southwestern Pet. Co.’s No. 6 
Elsea, 1000 feet; Skelly Oil Co.’s Nos. 4 “ ‘ 
oner, I, 2, 3b, 4B, SB and oB Elsea, all « 


1500 feet; Sammies Oil Co.’s No. 2 he 
1G00 feet; ae co Langtiord & Chenat it’ s, Nos 
4 and 6 Schmisseur, 22 Waggoner; Sinclair's 


No. 2 Brannon, 1400 feet; H. J. Smith Oil 
Co.’s No. 6 Elsea, 1400 feet; Seventy-Two Oil 
Co.’s No. 2 Waggoner, FBR Leet; Sioux Oil 
& Ref. Co.’s No. 2 George, shut down 1230 
fect. 

Texas Chief Oil Co.’s Nos. 4 Taylor, 5 Tay 
lor, 6 Taylor, 1000-1000-650 feet; Tomanian 
Oil Co.’s No. 4 Taylor, 500 feet; Thrift (No. 4) 
Oil Co.’s Nos. 8 Brannon 1300 feet, and 10 
srannon shut down 1350 feet; Triangle Oil 
Co.’s No. 1 Taylor, 1000 feet; Two W ay Oil 
Co.’s No. 1 Taylor, 1450 feet; Texhoma Oil 
& Ref. Co.’s No. 2 Dodson oil sand 1210 feet, 
1 Daniels 1300 feet; Texas Ranger Oil Co.’s 
No. 9 Brannon, 1300 feet; Texas Prod. Oil 
Co.’s No. 4 Renner, 600 feet; Texas Crud 
On Co,;'s No..:t Vogel, 300 feet: Texas Blue 
Bonnett Oil Co.’s No. 1 Elsea, 1300 feet. 

Uncle Joe Oil Co.’s No. 1 Evans, 1300 feet. 

W. C. F. Oil Co.’s No. 1 Wolf, shut down 
1110 _feet; Waurika (No. 2) Oil Co.’s No. 2 
E!sea, 700 feet; Whole Field Oil Co.’s No. 1 
Martin, shut down 360 feet; Weimar Oil Co.’s 
No. 2 Renner, shut down I100 feet; x sete 
Oil Corporation’s Nos. 3 Taylor and 5 Taylor, 
6c0-700 feet; G. C. Wood’s Nos. 3, 4 and 5 
Evans, all above 1500 feet; Webber-Tucker’s 
Nos. 4A and 5A Elsea, 400-300 feet; West Ten- 
nessee Oil Co.’s No. 1 Elsea, 700 feet; West 


ern Oil Corporation’s Nos. 1, 2 and 3 Taylor, 
900-800-500 feet; White Star Oil Co.’s No. 


1 Harmon, 400 feet. 
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BURKBURNETT WELLS NEARING 
COMPLETION 


The following wells in the Burkbur: 


fields, practically all of them in the Nort! 


est Burkburnett pool, are below 1500 feet 
large majority nearing completion, and those 
designated (*) have set casing: 
American Ref. Co.’s Nos. *2 and *3 W: 
oner, 1585-1593 feet; Adams Oil | 
1 Ramming, shut down 1680 feet; Austin O 
Co.’s No. *1 Taylor, 1655 feet; A 
Sec. Co.’s No. 1 Taylor, 1510 feet. 
Bass & Dillard’s Nos. 2 W aggoner, *2 and 
3 Evans, 1575-1573 feet; Blu » Grass Oil Co.'s 
Nos. *1 Evans, 1 Vogel, 1587-1730 feet; Burk 
Brehmar Oil Co.’s No. 1 T ea shut dow: 
1590 feet; Burk Crest Oil Co.’s No. 1 Taylor, 
1630 feet; Bass et al’s No. *1 Waggoner, on 
sand, 1587 feet; Burk Hollis Oil Co.’s No. 
Vogel, shut down 1730 feet; Block 84 Oil Co.’s 
Nos. *1 and *2 Waggoner, shut down, 1705- 
1695 feet; Burk Reserve Oil Co.’s No. 1 Wag- 
goner, shut down 1645 feet; Burk Fox Ojll 
Co.’s No. *1 Taylor, 1706 feet; Banner Oil 
Co.’s Nos. *1 and *2 Waggoner, shut down, 
1620-1600 feet; Block 88 Oj:1l Co.’s Nos. *1 
and 2 Elsea, 1700-1715 feet; Butts et al’s No. 
*: Morgan, 1580 feet; British American Oil 
Co.’s No. *1 Brannon, 1750 feet; Bonita Oil 
Co.’s No. 1 Taylor, drilling 1510 feet; Browr 
& McCalilster’s No. 1 Ramming, shut down 
1775 feet; Big Ford Oil Co.’s Nos. *1 and 2 
Vogel, drilling 1500 feet; Borealis Oil Co.’s No. 
1 Elsea, drilling 1610 feet; Buchanan & Owens’ 
No. 1 Schultz, drilling 1950 feet; Burk Con- 
solidated Oil Co.’s No. *1 Evans, 1545 feet; 
Burk King Oil Co.’s No. 1 Waggoner, shut 
down 1580 feet; Burk Waggoner Oil Co.’s 
No. *1 Taylor, 1655 feet; Bradley Bros.’ No. . 
Vogel, drilling 1700 feet; Berklin Syndicate’s 
No. *1 Morgan, drilling 1650 feet; Block 88 
Oil Co.’s No. *1 Fowler, 1688 feet: Brooks 
Oil Co.’s No. 1 Elsea, drilling 1510 feet; Bell 
Oil Co.’s No. 1 Heubner, shut down 1575, feet. 
Capital Oil Co.’s No. 1 Taylor, drilling 1510 


oO. 8 



























KILGORE GUMBO BIT 


Don’t waste time spudding in gumbo. Use 
this bit and double your progress in the stick- 


Gumbo will not cling to the 
ome@K Rawhide Cuff therefore bit will not ball. 


iest formations. 


For best results use in solid gumbo strata— 
gravel and boulders will tear the rawhide and 


reduce its efficiency. 


PLACE YOUR ORDER EARLY—WE DO NOT GARRY 
THESE BITS IN STOCK 


FOR PRICES AND INFORMATION WRjTE 


HUGHES TOOL GOMPANY 


HOUSTON, TEXAS 























/ feet; Colorado Oil Co.’s No. 1 Taylor, drilling 
16020 feet; Central Drilling Co.’s No. *1 Simms, 
shut down 1835 feet; Chenault & Rowe’s No. 
Taylor, drilling 1690 feet; Cline & Clark’s 
No. *2 Taylor, 1580 feet; Clay-Thomas Oil 
Co.'s No. *1 Renner, 1810 feet; Cary Bros.’ 
No. 2 Elsea, drilling 1730 feet; Contractors 
O1i Co.’s No. 1 Vogel, fishing 16040 feet, No. 
2 Vogel, drilling 1630 feet; Chapman & Mc- 
Mahon’s No. 1 Taylor, shut down 1587 feet. 

Dividend Oil Co.’s No. 2 Snow, shut down 
1735 feet; Deep Sand Oil Co.’s No. *1 Eliza- 
beth Johnson, 1665 fect; Daniels Agent’s No. 
*> Brannon, 1710 feet; Duke of Dublin Oil 
Co.’s No. *2 Vogel, on sand, 1755 feet; Dia- 
mond D Oil Co.’s No. 1 Elsea, drilling 1621 
feet, and No. 2 Elsea, drilling 1570 feet. 

Eastland Oil Co.’s No. 2 Evans, shut down 
1345 feet; Elkins Oil Co.’s No. *1 Morgan, 
on sand, 1587 feet; Endwell Oil Co.’s No. *1 
Brannon, drilling 1770 feet; E. & P. Oil Co.’s 
No. *1 Waggoner, on sand 1537 feet; Ertz 
Oil Co.’s No. 1 George, shut down 1555 feet. 

Five Oil Co.’s Nos. *1, *3 and 4 Morgan, 
on sand 1570 feet; Falcon Oil Co.’s No. *1 
Taylor, 1701 feet; Fowler (No. 2) Oil Co.’s 
No. *1 Brannon, drilling 1770 feet; Ford Hol- 
lis Oil Co.’s No. *1 Vogel, drilling 1750 feet; 
Fielder et al’s No. 1 Mertins, shut down 1520 
Icet, 

Gulf Prod. Co.’s Nos. *1A Elsea, *1B and 
*oB, Elsea, *1 Schmisseur, 1, 2 and *4 Wag- 
goner, *1 and *4 Morgan, 3 Hardin, all below 
1500 feet; Godley Oil Co.’s No. 1 Waggoner, 
drilling 1700 feet; Gray Gander Oil Co.’s Nos. 
2 and 3 Elsea, drilling 1740-1500 feet; Golden 
Rule Oil Co.’s No. *1 Evans, shut down 1580 
fect; Gooch & Davis’ Nos. *1 and *2 Evans, 

sand 1550 feet; Goodwin-Chambers’ No. 1 
Taylor, drilling 1645 feet; Golconda Oil Co.’s 
No. 1 Elsea, drilling 1700 feet; Golden Goose 
Oil Co.’s No. 1 Elsea, drilling 1600 feet; Gal- 
loway Oil Co.’s No. 2 Taylor, drilling 1640 

cet; Gladiator Oil Co.’s No. *1 Renner, 1717 

Hibernian Oil Co.’s No. 1 Hulsey, drilling 
1610 feet; Humble Oil & Ref. Co.’s Nos. *7, *o, 
io, *11, *12 and 15 Herndon, *1, 2 and 3 Wag- 
gener, I Brannon, 20 Schultz, all below 1500 
fect; No. 2 Brannon fishing; Howard Web- 
ber’s Nos. *1, Elsea, *1B, 2B, *3B, 4B, *5B, 
*-B. *oB, *10B, *11B, 14B, *15B, *17B, *1, *2, 
*3 *4 *5 *6, 8, 11 and 13 Brannon, all below 
1500 feet; Hollis Burk Oil Co.’s No. 1 Smith, 
drilling 1700 feet; Healdton Oil Co.’s Nos. *4 
Hardin, *1 and 2 Morgan, 1, 2 and *3 Evans, 
below 1500 teet; Harrison-Dale Oil Co.’s No. 
2 Taylor, drilling 1670 feet; Hercules Oil Co.’s 
No. t Brannon, drilling 1500 feet; Hartford 
Oil & Gas Co.’s No. 3 Taylor, shut down 1620 
feet; Harrison et al’s No. 1 Vogel, drilling 

feet; Hardly Able Oil Co.’s No. 2 Taylor, 


ne 1525 tee 
! mal Tex Oil Co.’s Nos. *1 and 
Rener, and *1 and *2 Evans, shut down on 
| il ( s No. 2 Renner, shut 
\{ S 1695 
cac ( () ( N *> Els lling 
70 { IN | {) 4 s N i kc 

ys) S ( \ > t 

la Pearl Oil Co.’s No. 1 Evans, drilling 
ae & Co.’s Nos. *2e Wag 
M rean, shut dow . and I vans, 
70 Te | . Qi] ¢ oration’s 


, auree 
5 I F Ing 
2 Waggoner, I and 4 Vogel, and *2 


lor, shut down below 1500 feet; Lambert 

& Toliver’s No. 1 Elsea, drilling 1700 feet; 

Lesh Drilling Co.’s Nos. *1 and 4 Waggoner, 

lling 1600-1590 feet; Littleton-Weeks’ No 
IX¢ 1709 feet 

Margay Oil Co.’s Nos. *2, *3, *s, *6, *8 and 


Waggoner, *1, *3 and *5 Renner, all below 
oo Tect Magnolia Petroleum Co.'s Nos. *7 
kK. T., *9 Martin, *14, *16 and 20 Hardin 
11, *17 and *18 Vancleve, 9 Mag. Fowler, 
below 1500 eet* Moody Pet. Co.'s No. *1 
avlor, drilling 1700 feet; Marie Elizabeth Oil 
.’s No. *1 Block 88, 1645 feet; Mona Marie 
il Co.'s No. *1 Schmisseur, shut down 1775 


Mitchell et al’s No. 1 Rexford, drilling 
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1700 feet; M. & P. Burk Extension’s Nos. 1 
and 2 Evans, shut down 1590 feet; Mississippi 
Burk Oil Co.’s Nos. *1 and *2 Taylor, 1618 
feet; Marigold Oil Co.’s No. 5 Vogel, shut 
down 1770 feet; Minchew Street’s No. 1 Tay 
lor, drilling 1700 feet; Mo-Tex Oil Co.’s No 
1 Evans, drilling 1600 feet; Mone Minnie Oil 
Co.’s No. 1 Elsea, 1700 feet. 

McLain Oil Co.’s No. 1 Snow, 1785 feet 
McMan Oil Co.’s Nos. *1 and *2 Elsea, *1B 
and *7B Elsea, shut down. 

Noble & Livingston’s Nos. *1, *4, 6, 7 and 


9 Waggoner (Block 86), *1, 2, 3, 5, *8, *o, *10 
and 11 (Block 85), below 1500 feet: Norton 
& Cline’s No. 5 Waggoner, drilling 1650 feet; 
Northwest Burk Oil Co.’s No. *1 Morgan, 
drilling 1600 feet. 

Olsan Davis Oil Co.’s Nos. 1, *2 and *s 
Taylor, *1 Elsea, shut down, and No. 2 Elsea 
burned; Osage Oil Co.’s Nos. *1 Renner, *1 
Elsea, 1655 feet; Oklahoma Prod. & Ref. Co.’s 
Nos. 2 Renner and 1 Elsea, shut dow n; Old 
Glory Oil Co.’s No. 1 Taylor, shut down 1608 








“STERLING” 


August 30 


feet; Oklahoma Pec. & Gas Co.’s Nos 
6L and *— Taylor, shut down 1640 feet; 
Acre Oil Co.’s No. 1 Waggoner, drilling 
feet; O’Neill Oil Co.’s Nos. *1 and 2 Vo; 
1728-1670 feet; One Half Acre Oil Co.’s 
1 Waggoner, drilling 1520 feet. 

P, M. G. Oil Co.’s Nos. *2 Brannon ) 
1 Elsea, shut down; Pickens et al’s’s Nos i 
*3 and 4 Vogel, shut down; Panhandle | 
Co.’s' Nos. *12, 13 and 14 Heiserman, Bi 
down; Producers & Refiners’ No. *2 Re: 
1765 feet; Painter, Cook et al’s No. *1 M 
gan, 1775 feet; Proven Field Oil Co.’s No 
Chenault, 1725 feet; Parker Oil Co.’s No 
Elsea, 1650 feet; Prescott-Phoenix Oil | 
No. 1 Waggoner, shut down 1600 feet; Pr 
ium Oil Co.’s No. 1 Renner, shut down 
feet; Pink Hammond’s No. *1 Wagego: 
shut down 1590 feet; Pennsylvania Oil & 
Co.’s No. *1 Michna, on sand 1525 feet; Per 
Hare Oil Co.’s No. 1 Elsea, 1700 feet. 

Queen Eight Oil Co.’s No. 1 Wage 

(Continued on Page 50.) 














ICE 


Investment 


REFRIGERATING 
MACHINERY 


Prove a Most Profitable 


The price of ice and its necessity was: never 
higher and greater.—Put in your own plant.— 
Don’t depend on ice shipments and long hauls. 






PLANTS AND 


FE 








The oil fraternity knows ‘‘United’’ only as manu- 
facturers and erectors of Refineries, Tanks and 
other oilequipment, yet we have been manufacturing 
and distributing throughout the country Sterling 
Ice Plants and Refrigerating Machinery for 
more than a quarter of a century. 


Products, Are “‘Built Right”’ 
Capacity 4-Ton to 100-Ton 


General Offices: 


KANSAS CITY, MO. 








Dallas 
99) Tex. 





‘Sterling’? Machines, As All Other “‘“UNITED” 


UNITED IRON WORKS, Inc. 


Ft. Worth 


Tex. 












IRON WORKS ©O.3) 


Trade "FOR SERVICE” 
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SMALL DECLINE IN DAILY 
PRODUCTION 
w completions were recorded for the 
hens County fields during the past trade 
k, and the average daily production is off. 
following table shows the approximate 
ribution of production for the current 


Barrels 
SCG ADEE ORE ARES 5x3 aiarnveee wow. Wa owes 100 
exes: COMIDANW. x5 ices caverns seers 6,450 
gnolia Petrovenm Co. ...o.cc6scee ees 1,200 
PEGE OMOED, cisissaais abcess ss 2,250 
REN rae ata ters acmdle w Rigas: 6 aR ONS AC 750 
d-Kansas Oil & Gas Co. 6,375 
De SS Gy Oe 2,100 
ote, gh CL I ye ee 3,175 
cate MRRNE Is te te te cae eV gil i 12,735 
GN ae ca crare tard gw ania a hla one wate ras 42,035 
NEW PRODUCTION AND LATE 
REPORTS 
airie Oil & Gas Co.’s No. 1 Langford, 


th of Cotton Plant, southwest extremity o¥ 
Caddo district, is making 25 barrels a day 
3315 feet, and is not yet completed. 

sinclair Gulf Oil Co.’s No. 5 Ledbetter, in 
Caddo pool, is a 1200 barrel well initial, 
3207 feet, after a shot of 220 quarts. 

Sinclair Gulf Oil Co.’s No. 4 Coody mad 
barrels initial, but later bridged over and 
bein cleaned out, at 3320 feet. 

Magnolia Petroleum Co.’s No. 1 Frost is 
‘ing 70 barrels with a fishing job, from the 


of the lime at 3255 feet. 
Magnolia Petroleum Co.’s No. 1 Dulaney 
setting 65¢-inch casing at the top of the 


at 3115 feet, and will likely be completed 
thin a week. 
Magnolia Petroleum Co.’s No. 1 Morris is 
feet in the sand at 3835-45 feet. and has 
showing of oil but no gas. This test is 
ated east of Breckenridge and is the deep 
well in the county showing for production. 

next deepest well is that of the Walker 


ldwell Producing Company, at 3820 feet. 
rest to see what it will develop at this 
Vestheimer et al’s No. 1 Bratton is com- 
ed for 250 barrels a day. 


klahoma Producing & Refining Co.’s No. 4 


nson 18 a 25 barrel well comple ted at 3321 


ker Caldwell Producing Co.’s No. 1 
Ss is making heads at 3821 feet. 
cas & Pacific Coal and Oil Co.’s No. 1 


er is abandoned at 3967 feet. 

agnoha Petroleum No. 1 Brown, a 
‘er for several weeks, is making 800 bar 
i day at 3100 feet. 

lahoma Producing & Refining Co.’s No. 
enson is a 25 barrel well at 3372 feet. 


Co.’s 


WELLS BELOW 3000 FEET 
Company’s No. 1A Jennings is prepar 
to make a shot at 3707 feet; No. 2 W. FE. 
is cleaning out bridge at 3450 feet. 
lagnolia Petroleum Co.’s No. 1 
ing at 3255 feet; No. 1 Dulaney is drilling 
25 feet; No. 1 Morris is drilling at 3705 
No. 1 Collins is changing tools at 3900 


Frost is 


4 


irie Oil & Gas Co.’s No. 1 Corbett 18 
ng at 3700 feet; No. 1 Scott is fishing at 


feet; No. 1 Goforth is drilling at 3600 

No. 1 Demic is drilling at 3600 feet. 
exas & Pacific Coal & Oil Co.’s No. 1 Gas- 
IS Waiting on shot at 4450 feet; No. 1 Han- 
is shut down at 3530 feet; No. 1 Bratton is 
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at 3636 feet; No. 1 Barsley is fishing 


3525 Ieet. 


fishing 
Io 


casing at 
Texas Company’s No. 1 Chaney is fishing 
for pipe at 3188 teet; No. A2 Parks is fishing 
at 3470 feet; No. 1 Womack is drilling at 
3075 teet; No. 1 Houston is shut down at 3340 
fect; No. 3 Keithley is shut down at 322 
fect; No. 7 Sandidge is preparing to run tub 
ing at 3310 feet; No. 6 Sandidge is shut dow: 


at 3250 feet; No. 1 Pratt is shut down at 
4020 icet; No. 2 Pratt is waiting on shot at 
28qc feet; No. 2 Pierce is moving back boiler 


* at 3215 feet; No. 7 Brooks is shut down at 3217 


ieet; No. 1 Gholson is shut down at 3382 
fcet. 

Manhattan Oil Co.’s No. 1 
at 3425 feet. 

Mid-Kansas Oil & Gas Co.’s No. 1 Jackson 
is cleaning after shot at 340 feet; No. 1 Hill 
is shut down at 3208 feet; No. 2 Cook is 
cleaning out at 3420 feet; No. 2 Wright 1s 
drilling at 3215 feet; No. 1 Yates is fishing 
at 3235 feet; No. 2 Carey is drilling at 
feet; No. 4 Carey is drilling at 3360 feet. 

Gulf Production Co.’s No. 5 Fencher is fish 
ints at 3232 feet; No. 1 Langford is cleaning 
at 3275 feet; No. 1 J. C. Langford is drilling at 
3345 feet; No. 1 Stoker is drilling at 3550 feet; 
No. 2 Winston is drilling at 3175 feet; No. 2 
Hagaman is shut down at 3363 feet. 

McMann Oil Co.’s No. 1 Williams is drilling 
at 3600 feet. 

Bankers Oil & Refining Co.’s No. 1 McElroy 
is fishing at 3180 feet. 

Phillips Petroleum Co.'s 
shut down at 3810 feet. 

Tucker et al’s No. 1 
at 3762 feet. 

Oklahoma Producing & Refining Co.’s No. 3 
Swenson is fishing at 3445 feet; No..1 Walke1 
is shut down for storage at 3186 feet. 


Moon is fishing 


2 
J<Y9D 


No. I 


Brown is 


Sudderth is shut down 


Wrightman et al’s No. 1 Harris is fishing 
at 3290 Iecet. 

Cosden Oil & Gas Co.’s No. 3 Long is 
drilling at 3475 feet. 

Tidal Oil Co.’s No. 1 Jones is shut down 


at 3489 feet. 

Sinclair Gulf Oil Corporation’s No. 5 
better is drilling at 3300 feet. 
Cunningham et al’s No. 2 

at 3175 feet: 


Led 


drilling 


Evans is 


Southwestern Petroleum Co.’s No. 1 Scal- 
lon is setting casing at 3260 feet. 
Humble Oil & Refining Co.’s No. 1 Coft- 


n.an is fishing at 35509 feet. 
Oklahoma Producing & Refining Co.’s 
Swenson is shut down at 3435 feet. 
Palo Pinto Oil & Gas Co.’s No. 2 
is drilling at 3190 feet. 

Monitor Oil & 


is drilling at 3350 


No 


Swensot 


No. 13 


Gas Co.'s 
feet. 


Swenson 


OTHER WELLS DRILLING OR 
SHUT DOWN 

ipany’s No. 1B Jennings is drilli 

at 960 feet: No. 1 Christmas is shut down 

10 feet; No. 1 R. Q. Lee is drilling at 250 


fect; No. 4 McMeen is drilling at 2620 feet; 
No. 1 Corbett is tools moved out at 1410 
feet; No. 1 Smith is repairing rig at 1840 
fect; No. 3 Carey is fishing at 2390 feet; No 


Rosenquest is cleaning out at 1300 feet; No 


3 Kosenquest is shut down at 1110 feet; No. 1A 
Rochelle is shut down at 1200 feet. 
Texas Company’s No. 4B Parks is under 


No. 1B Parks is drilling 
Norwell is underreaming 
No. 3 Sandidge is underreaming 


reaming at 2221 feet: 


at 2440 feet; No. 1 


al 2717 teet; 

at 1665 feet; No. 5 Sandidge is fishing at 1560 
feet; No. 2 Keithley is shut down at 2007 
fect; No. A4 Parks is drilling at 2515 feet; 
No. As Parks is fishing for pipe at 2465 fect; 


No. 1 Harnes 1s drilling at 2720 feet; No. 2 
Chaney is drilling at 1970 feet; No. A6 Parks 
is shut down at 1402 feet for crew: No. 1 
Brooks is fishing at 2314 feet: No. 1 Beck is 
drilling at 1930 feet; No. 1 Marlin is shut dowt 
at 550 feet; No. 2 Black Bros. is fishing at 
603 feet; No. 3 Stoker is swedging casing at 
1458 feet; No. Ag Parks is drilling at 800 feet; 
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Brooks is shut down 


No. 4 


Waiting on a crt 


at 2865 feet; No. 3 Curry is drilling at 2580 
fect; No. 4 Curry is drilling at 2180 teet; No 
3 Lauderdale is drilling at 1300 feet; No. 3 
lrost is shut down at 808 feet; No. Aro Park 


is skidding rig; No. 2 Billingsley is settins 
asing at 2070 feet; No. 1 Goswick is unde: 
reaming at 1700 feet; No. 4 Stoker is fishing 
at 2590 feet; No. 5 Stoker is fishing at 2090 


\13 Parks is drilling at 2140 feet 


feet; No. 


\ 


No. A1t5 Parks is drilling at 1560 feet; No. 2 
Grosclose is shut down tor pipe at 2190 feet; 
No. 3 Grosclose is shut down at 1300 feet; 


No. 1 Cook is shut down at 1040 feet; No. 1 
Jackson is drilling at 860 feet; No. 4 Keithley 
is drilling at 2155 feet; No. 8 Sandidge 1s drill- 


ing at 1890 feet; No. 1 Goforth is drilling at 
2700 feet; No. 1 Neil is shut down at 727 
icet waiting on pipe; No. 5 Laudersdale is 


drilling at 1164 feet; No. 1 Bradshaw is shut 
down at 275 feet; No. 3 Black Bros. is shut 
down at 890 feet; No. 6 Laudersdale is drilling 
at 600 feet; No. A16 Parks is shut down at 
700 feet; No. A17 Parks is drilling at 955 feet; 
No. 1 Day is drilling at 640 feet; No. 4 thom- 
as is drilling at 365 feet; No. 5 Black Bros. 
is fishing at 589 feet 

Texas & Pacific Coal & Oi. Co.’s No. 1 
underreaming at 1960 feet; No. 2 
Brown is fishing at 565 feet; No. 1 Works is 


P ice is 


drilling at 960 teet; No. 2 Rogers is drilling 
at 2070 feet; No. 2 Rainey is fishing at 1100 
feet; No. 1 Mitchell is shut down for tools 
at 1415 feet; No. 1 Harrison is drilling at 465 
feet; No. 1 Graham is drilling at 1040 feet 
No. 15 Binney is fishing at 1240 feet; No. 2 
\dams is shut down at 1160 feet. 
Mid-Kansas Oil & Gas Co.’s No. 1 Magers 


is shut down for crew at 560 feet; No. 1 Milam 
is shut down for tools at 2010 feet; No. 1 
Graham is drilling at 2615 feet; No. 1 Kloh 
is drilling at 2345 feet; No. 3 Carey is drilling 
at 2510 feet; No. 1 McMeen is drilling at 1300 
feet; No. 2 Satterfield is drilling at 410 feet; 
Ne. 1 Yates is drilling at 960 feet; No. 1 Ros- 
enquest is drilling at 900 feet; No. 1 Wright is 
drilling at 410 feet; Neo. 1 Hill is drilling at 
700 feet; No. 1 R. G. Stoker is drilling at 750 
feet. 

Gulf Production Co.’s No. 3 Fencher is shut 
down at 2460 feet; No. 5 Davis is drilling at 
2050 feet; No. 1 Ward is drilling at 2440 feet; 
No. 7 Fincher is drilling at 2580 feet; No. 1 
Rollins is drilling at 1045 feet; No. 3 Caldwell 
is drilling at 665 feet; No. 1 Humphrey 1s 
drilling at 1800 feet; No. 1 Tipton is shut down 
at 940 feet; No, 2 drilling at Ios0 
feet; No. 3 Rollins is drilling at 660 feet; 
No. 1 Houston is drilling at 1310 feet; No. 1 
Harris is drilling at 1197 feet; No. 2 Harris 
is fishing at 240 feet; No. 3 Gholson is drilling 


Rollins is 


at Soo feet; No. to Fencher is underreaming 
ac 1435 feet; No. 1 Sherman is drilling at 222: 
et; No. 2 White is drilling at 1475 feet 
Pierce Ojul Corporation’s No. t Smith is 
drilling at 600 feet; No. 1 Glenn is drilling at 
2522 feet 
Humble Oil & Re fining Co.’s No. 1 Crud 


fishing at 2590 feet; No. 1 Glenn is 


neton 18 


drilling at 500 feet; No. 1 Thompson is drill 
ing at 140 feet; No. 1 Sorgee is drilling 

1260 feet No. 1 Collins is drilling at goo teet; 
No. 1 McKnox is drilling at 900 feet: No. 1 
Keel is drilling at 1719 feet; No. 1 Ingram 
is drilling at 1332 feet; No. 1 Frost is drilling 
at 2575 feet; No. 2 Frost is drilling at 760 
tect; No. 3 Frost is drilling at 1600 feet: No. 


2 Ingram is fishing at 900 feet; No. 2 Coffman 
is drilling at 2700 feet; No. 3 Coffman is 
drilling at 500 feet; No. 2 drilling 
at 660 feet; No. 2 Lane is fishing at 650 feet; 


Sorgee is 


No. 3 Harris is drilling at 500 feet; No. 
Sorgee is drilling at 250 feet. 
Walker Caldwell Producing Co.’s No. 2 


Jones is undereaming at 2200 feet. 

Prairie Oil & N 
drilling at 1890 feet; No. 1 Turned is drilling 
at 1910 feet; No. 1 Hentz is drilling at 
feet; No. 1 Binney is drilling at 2770 
No. 1 Gardenshire is drilling at 1360 
No. 1 Sparks-is drilling at 1719 feet; 


Gas Co.’s No. 1 Atkins is 


1785 
leet 
feet; 


No. I 





lennings is drilling at 1050 feet; No. 2 Sparks 
is drilling at 450 feet. 

Cosden Oil & Gas Co.’s No. 1 Compton 1s 

‘ing to shut off water at 2925 feet; No. 4 
Vaughn is drilling at 650 feet. 

Thomas Oil Union’s No. 1 Whittenberger is 
drilling at 2010 feet. . 

Phillips Petroleum Co.’s No. 1 Long 1s try- 
. shut off water at 2680 feet; No. 2 Long 
is drilling at 1000 feet. 
~ Brown Oil Co.’s No. 1 Heatley is shut down 

1820 feet; No. 2 Heatley is dri at 1740 
fect: No. 1 Jones is drilling at 2175 feet. 

Magnolia Petroleum Co.’s No. 1 Pogue 1s 
drilling at 1810 feet; No. 1 Sullivan is drilling 
: 7 No. 1 Norwell is drilling at 1750 
feet; No. 4 Frost is drilling at 2155 rect, No. 
1 Havs is drilling at 930 feet; No. 1 Garden- 
shire is drilling at 2580 feet. 

Cunningham et al’s No. 1 Caldwell is clean- 
ing out at 2760 feet. : 

Lone Star Oil & Gas Co.’s No. 1 Heatley 
‘is drilling at 2050 feet; No. 2 Warren is drill- 
ine at 1200 feet; No. 1 Wright is drilling at 
2300 Ieet. ; 
“Sinclair Gulf Oil Co.’s No. 1 Sloan is drill- 
ing at 700 feet; No. 1 Lee is drilling at 1610 
feet; No. 2 Long is drilling at 2853 feet; No. 2 
Ellis is drilling at 250 feet; No. 1 Wells is 
shut down at 1400 feet; No. 2 Manning 1s 
diilling at 1180 feet. 

Chatman Bros.’ No. 1 Downing is shut down 
for pipe at 465 feet. ~ 

Tex-Rickard’s No. 1 Coffman is drilling at 
250 feet. 

“King Midas Oil Co.’s No. 1 Harris is drill- 
ing at 2340 feet. 
Tidal Oil Co.’s No. 1 Goodwin is drilling 
1200 feet. 

Southwestern Petroleum Co.’s No. 2 Scal- 
lon is shut down at 1220 feet. 

Empire Gas & Fuel Co.’s No. 1 Wallace 
is drilling 

\llies Oil Corp.’s No. 
Beaver Valley Oil Co.’s No. 1 Walker is 


drilling at 600 tf 


oan O 
y 


at 1885 feet. 
Mathews is drilling 


1000 1Te¢€ 
] 
I 


s No. 1 Glenn is shut down 


“ 
Gatewood 


5 I¢ 
+ 


Consolidated Oil Co.’s No. 1 McNabb is 


fishing at 2000 teet. 
Kelly Green Oil Co.’s No. 1 Ledbetter is 
pulling casing at 2256 teet. 


Hamon’s No. 1 Coffman is fishing at 650 

Hivick et al’s No. 1 Duprees is drilling at 

“Martin Oil Co.’s No. 1 Hall is drilling at 
( ° 

Manhattan Oil Co.’s No. 1 Hall is drilling at 


Lambert ¢t al’s No. 1 Compton is drilling 

670 feet. 

Kimmell 
at 265 feet. 
D. & R. Syndicate’s No. 1 Stanford is drilling 
at 2750 feet 


Crosbie et al’s No. 3 Hagaman is drilling at 


et al’s No. 1 Holland is shut down 


hapman et al’s No. 1 Adams is fishing at 
Oil Co.’s No. 1 Ledbetter is drill- 
audreth et al’s No. 1 Smith is drilling at 540 
is drilling 
| t Co.’s No I Jools s is fish- 
1000 teet: No. 2 Booles is shut down at 
20 feet; No. 3 Booles is drilling 


ndicate’s No. 1 Booles is drill- 


1000 teet. 


rce Oil Corp.’s No. 1 Yandell 
wn at I100 feet 
Palo Pinto Oil & Gas Co.’s No. 3 Swenson 
lriliing at 1406 feet. 
Ohio Cities Oil & Gas Co.’s No. 1 Collie: 
is drilling at 2100 feet. 


Moore & Roser’s No. 1 Madding is drilling 

1200 feet. 

Texas Cushing Oil Co.’s No. 1 Harris i 
ishing at 1400 feet. 


wn 
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Northern Extension in Stephens 
County Shows For Good Well 


The Ackers well of Snowden Brothers, 
north of Breckenridge, in Stephens County, 
is making 400 barrels a day this week, having 
been drilled two feet deeper, at 3135 feet. The 
hole has 29 feet of pay sand at this depth. 

This test is about two miles north of Breck- 
enridge, and practically three miles north of 
the nearest big propduction, being an exten- 
sion of the field by that distance. The depth 
at which the pay was reached indicated that 
it is producing from the upper stratum: in 
the Bend, or about the contact of the black 
lime with the Gordon sand. 

‘rom the Ackers well to the Black Brothers 
test of the Texas Company and the hill of the 
Mid-Kansas Oil & Gas Company is about six 
miles of untested area. What this territory 
will do is yet to be proven, but the pushing 
of the production limit three miles north by 
the Ackers well is encouraging. 


Tuman Oil Co.’s No. 1 Harris is drilling at 
250 feet. 

Texas St. Louis Oil Co.’s No. 1 Goodwin is 
drilling at 1220 feet. 

Texas Arkansas Oil Co.’s No. 1 Alexander 
is drilling at 1133 feet. 

Swensondale Oil Co.’s No. 2 Swenson is 
drilling at 2245 feet. 

Franchat Oil Co.’s No. 1 Jackson is fishing 
at 1812 feet. 

Gatewood Oil Co.’s No. 1 Dozier is drilling 
at 1128 feet. 

Palo Pinto Oil & Gas Co.’s No. 4 Swenson 
is drilling at 966 feet. 

Desney et al’s No. 1 Coffman is drilling at 
1465 feet. 

Furlough et al’s No. 1 Sawyer is drilling at 
250 feet. 

Royal Stephens Oil Co.’s No. 1 Andrews is 
drilling at 540 feet. 

Integrity Oil Co.’s No. 1 Stanford is drilling 
at 985 feei. 

RIGS 

The following are rigs: 

Sun Company's No. 2B Jennings, Nos. 2 and 
4 Christmas, No. 2 Lee, No. 6 McMeen, No. 
2B Rochelle, No. 3B Rochelle, No. 1B Rosen- 
quest, No. 1 Harris, No. 5 W. E. Carey, Nos. 
3, 4, 5 and 6 J. A. Carey, Nos. 7 and 8 J. A. 
Carey, No. 2 Rosenquest, Nos. 5, 6 and 7 
Rosenquest. 

Texas Company’s No. 3 Brooks, No. A7 
Parks, No. A8 Parks, No. 5 Curry, No. 6 
Brooks, No. A1t2 Parks, No. 1 Carey, No. 1 
J. H. Grimes, No. 1 L. F. Grimes, No. 1 S. 
Houston, No. L. Dixon, No. 3 Womack, No. 
3 Pierce, No. 4 Pierce, No. A18 Parks, No. 6 
Grosclose, No. 8 Brooks, No. 5 Bradshaw, No. 
6 Black Bros., No. 5 Pierce, No. 2 Beck, No. 
2 Harris, No. 2 Grant, No. 2 Carey, Nos. 2, 
3 and 4 Smith, Nos. 3 and 4 Billingsley, No. 1 
Y. B. Stoker, No. 1 Spear, No. 1 O’Brien, No. 
5 J. M. Parks. 

Texas & Pacific ‘Coal & Oil Co.’s No. 2 
Hodges, No. 1 Maxwell, No. 1 Terrell, No. 1 
Winston, No. 1 Lippe, No. 1 Decker, No. 1 
Cooper, Nos 2 and 3 Remington, No. 4 Rog- 
ers, No. 1 Litton, No. 1 Jennings, No. 1 Har- 
ris, No. 2 Lee, No. 1 Pierce. 

Magnolia Petroleum Co.’s No. 1 Nemir, No. 


Vinson, Elkins & Wood 


ATTORNEYS 
GULF BUILDING, HOUSTON, TEXAS 


Special Attention to Oil Leases and 
Litigation 














From this northern Stephens County dev: 
opmient it is only a few miles to the Arnol 
and Graham wells in Young County that 
cently made encouraging showings, and whi 
inay yet be in the commercially producti) 
class. Directly east of the northern produ 
tion extremity of Stephens County, near Gr: 
ford in Palo Pinto County, the Sinclair Gu 
il Company has a test on the Holt tra 
that has fifteen million feet of gas and a spra 
of oil showing from a sand at about 4100 fe 
this week. 

This development in the three counties « 
Stephens, Young and Palo Pinto, all test 
showing from the deep pay, may yet lea 
to the bringing in a deep field in the vicinit 
of the junction of the three counties that wi 
be a second for the Desdemona pool at tl 
corners of Eastland, Erath and Comanc! 
Counties. 


1 Guest, Nos. 2 and 3 Pogue, No. 1 Tramme! 
No. 2 Ward. 

Sinclair Gulf Oil Corp.’s No. 6 Goody, N 
1 Beedleman, No. 1 Simmons. 

Lone Star Oil & Gas Co.’s No. 4 Heatle: 

Humble Oil & Refining Co.’s No. Hart, N 
1 Pendleton, No. 1 Salter. 

Prairie Oil & Gas Co.’s No. 1 Riddle. 

Gulf Production Co.’s No. 1 Stanford, No. 
Moore. 

Agnew & Beckett’s No. 1 Bascom. 

Humble Oil & Refining Co.’s No. 1 Jones. 

Ranger Texas Oil Co.’s No. 3 Booles. 

Phillips Petroleum Co.’s No. 2 Jackson. 

Monitor Oil Co.’s Nos. 11 and 12 Swenso: 

Mid-Kansas Oil & Gas Co.’s No. 1 Binney 
No. 3 Jackson, No. 1 Herrington, No. 2 He: 
rington, No. 3 Knott, No. 3 McMeen, No. 
Rosenquest, No. 4 Wright. 

Humble Oil & Refining Co.’s Nos. 


3 and 


Ingram, : 
LOCATIONS 
The following are locations: 
Laudreth et al’s No. 2 Smith, Nos. 3 an 


Smith. 

Texas Company’s Nos. 2, 3 and 4 Smitl 
Nos. I, 2, 3 and 4 O. S. Curry. 

Stanton Oil Co.’s No. 2 Sudderth. 

Levy et al’s No. 3 Harrison. 

Mid-Kansas Oil & Gas Co.’s No. 1 Fulle: 
Nos. 6 and 8 Knott. 

Lone Star Oil & Gas Co.’s No. 4 Langford 
No. 2 Harris. 

Southwestern Petroleum Co.’s No. 3 Scallor 

Pierce Oil Corp.’s No. 1 Sullivan. 

Gulf Production Co.’s No. 1 Pratt. 

Texas & Pacific Coal & Oil Co.’s No. 2 
Harrison, Nos. 3 and 4 Harrison, No. 1 Net- 
ley, No. 3 Rainey, No. 2 Riddle, No. 3 Riddle, 
No. 1 Fletcher, No. 1 Walker, No. 4 Carey, 
No. 2 Jackson, No. 1 Newham. 

Monitor Oil Co.’s Nos. 16, 17, 18, 19, 20 and 
21 Swenson. 

Gulf Production Co.’s No. 1 Knight, No. 1 
Fambrough, No. 3 Cauley, No. 1 Sullivan, Ne 


1 Langston, No. 4 Sherman, No. 5 Sherman, 


No. 6 Sherman. 

6666 Oil Co.’s No. 1 Pratt. 

Gulf Production Co.’s No. 1 Crowley, No. 
Herrington, No. 1 Moon. : 





Edwin B. Hopkins 


CONSULTING GEOLOGIST 


Examinations and Appraisements of 
Petroleum Properties 


Preston 244 
407 Union National Bank Bidg 
HOUSTON, TEXAS 
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THE HAVOC OF A WINDSTORM 


es Help 


Stop the Oil Country 
Waste 
















Save human lives. 


Somebody’s dollar lost forever. 












Can you always afford to be the 


loser? 


§ Free From Wind | A FIELD OF NEAT LOOKING PIPESDERRICKS 






. 3 Telephone ¢ 
ey Rosedsle 6241 CO 
RY W. W. MILLER, Jr. Ca 
C 922 SOUTH LAKE STREET . 9 


FT.WORTH,TEXAS. 


409 Am. Exc. Natl. Bank Bldg. 
DALLAS.TEXAS. vod 
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and Fire 
They will not collapse 





ow ~ ~~ 
OO 





No waste; no patching. 
Always like new. 


Always an asset. 











Derrick 


The repair bill won’t be 50 cts. 


A Bi in Di lin A lin sin Ae a A, LL An, An i A A. LD Giri A 


ll lin, cll, alll, ln, dln. 


Drill 50 Wells With a - 
Moore Pipe BS. : | 
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6000 FARREL GAIN IN DESDEMONA FIELD. 
The daily production of the Desdemona field 
this week puts it in second place among the 


producing fields of West Texas,. being only 
12,000 bbls. a day behind Ranger. Foliowing 
is the distribution of production for the cur- 
lent week. Barrels. 
JO ES a, yr er 6,000 
COE Ce aa A a 3,375 
pase -emmnees (il oe Gas CO... onus ccadecwes 250 
PERTENECE ns ae i ea 2,775 
Soe Ti ede 01 i 6 eee 126 
SeMpeneeee S00n ie PRT. COO. cok ccc os cccascnss 4000 
Miscellaneous . . Seeie sears «+e et OU 
Tota REE ES we eik RSE .. .46,520 
LATE COMPLETIONS AND NEW PRODUC- 
TION. 
Humble Oi & Ref. Co.’s No. 3 Ellison is a 
2500 bbl. weli at 2600 feet. 
Texas Okiahoma Oil & Dev. Co.’s No. 1 Car- 


ruth is a 3400 bbl. well. initial, at 
Magnolia Pet. Co.’s No. 4 C. T 

1400 bbis. iiitial flow ai 
Humble Oil & 

the northwest 


2670 feet. 

Terrell made 
2670 feet. 
Ref. Co.s No. 1 Moorman in 
pait of Comanche county in the 
Sipe Springs district is making 200 bbls. a 
day with 5 feet of sand at 2720-25, and was 
drilled to 2730 feet. It will likely be driiled 
deeper. 

Skeiley and Sankey's No. 1 
2C0-bbl. well at 2800 feet. 

MeMann Oil Co.'s No. 1 Reynolds made 4200 
bbls. a day, maximum, by test, and is making 
oo (0 bbls. late this week at 2721-48 feet, in 
the eastern extension of the Desdemona field, 

Kane Tex. Oil Syndicate’s No. 1 Perry is 
shut down at the top of the sand at 2650 feet. 

Tex. Penn Oil Co.’s No. 1 Koonce is shut 
down et the top of the pay at 2697 feet: No. 
2 Lewis is driiling at feet with water 
showing; No. 1 Merrick has 12 million feet of 
gas at 2698 feet and is completed. 

\ilantic Oil Froducing Co.’s No. 1 
is shut down at 2690 feet, with 300 
oil from a sand at 2539-40 feet. 

Contineutal Oil Co.’s No. 2 Terry 
1200 bbls. a day at 2710 feet 

Cosden Oil & Gas Co.’s No. 5 
making 100 bbls. at 2707 feet. 

Ertei Oil Co.’s No. 1 Terry is shut down for 
Siorage at 2600 feet. 


Auderson is a 


3735 
Vaught 
feet of 
is making 


Carruth is 


Gulf Producticn Co.’s Nos. 2, 3, 4 and 5 
Praeter are at the top of the pay and shut 
aown. 

Lone Star Gas Co.’s No. 1 Rushing is rig- 
ging te pump 

Magnolia Pet. Co.'s No. 1 Hawkins is shut 


lown at 2550 fee making 10 million feet-ot 


Maiigoid Oil Co..s No. 1 Herrington is shut 
down at 2650 teet, for a shot 
Mid-Kansas Oil & Gas Co.’s No. 1 Davis is 
makil million fee of gas at 2548-60. and 
reuthiand Oil Co No. 2 Vaught is making 
bbls a 2 (fee 
vior et No. 1 School lot is completed 
bbls. a day at 2783 feet 
| Texas Ci No. 4 Grice is making 40°? 
i of oi] nd’?200 bbls. « waier at 2723 fee 
\ La ever 250-bb weil i 2766 fee 
ke O11 Ce Ni 1 Shallenbergs is 
ick b r to drill i 2701 fee 
t us No. 1G lot is at th i 
f ihe pay at Z6SS8 fe 
Ik. L. Moore et al.'s No. 1 Cowan is making 


bbls. of oil and water at 2725 fee4 
Skelley and Sankey’s No. 2 Anderson is at 
lop oF the pay at 2650 feet 
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Desdemona Field is Again 


_ 


ORTHERN exiensicns of the Desdemona 
producing area were added this week 
by the completion of the Duke Dome Oil 


Co.’s test on the Siuodgrass for 500 bbls. at 
2883 feet, one mile north of the town, and by 
the Lewis well of J. G. Hamil 
Bay City three and a half miles north of 
demoiia, making 1000 bbls. at 2943 feet. 

Both these welis are extensions into what 
had formerly been considered as condemned 
territory, and make important additions io the 
Desdemona proven area, or rather they extend 
the limits of production, and it is yet to be de- 
termined wheiher or not all intervening terri- 
tory will be productive. 

The Magnolia Pet. Co.’s No. 1 
the same northern exteusion is 


and others of 
Des- 


McArthur in 
making 600 


Palill! t VAARADATOY AULA SURA ES LRCALETEATTER MET AURA TTS Aa STELLATE 


DESDEMONA DRILLING REPORT. 

Comanche Queeiu Oil Co.’s No. 1 Rigsby is 
fishing at 2955 feet. 

Dividend Oil Co.’s No. 2 Terry is a iig. 

Empire Gas & Fuel Co.’s No. 1 Lindley is 
fishing ai 2925 feei. 

R. O. Harvey et al.’s No. 3 
lard is driiling at 1850 feet. 

Mid-Kansas Oil & Gas Co.’s No. 1 

is a rig, No. 1 Wiison is a rig. 

Tex Penn Oil Co.'s No. 1 Gillock is a rig, No 
1 Gregory is drilliug at 3200 feet, No. 1 Guth 
rie is drilling at 550 feet, No. 2 Kceonce is a 
iig, No. 1 Mary Lewis is a water weil at 3730 
feet, and is drilling, No. 1 Moorman is drilling 
at 1750 feet, No. 1 Peak is driiling at 670 feet, 
No. 1 Shearer is drilling at 2600 feet, No. 2 
Snodgrass is drilling at 1120 feet. 

American Duke Oil Co.’s No. 1 Snodgrass is 
a rig. 

Arizona Home Oil 
drilling at 549 feet. 

Atlantic Oil Froducing Co.'s No. 4 Vaught is 
a location, No. 5 is shut down at 1800 feet, No 
6 is a rig, No. 7 is a location, No. 8 is a rig, 
No. 9 is a location, No. 10 is a location, No. 
11 is a rig, Nos. 12, 13, 14 and 15 are locza- 
tions. 

Burt and Griffith's No. 1 Hamilton is a rig, 
No. 1 Harrell is a rig. 

Black Lime Oil Co.’s No. 1 Lewis is drilling 
ai 780 feet. 

Bosque Oil Co.’s No. 1 Davis is skidding the 
rig after junking the first hole at 300 feet, No. 
2 is drilling at 1500 feet. 

Burmesal Oil Co.’s No. 
at 990 feet. 

Canary Oil Co.’s No. 1 Snodgrass is a rig. 

Central O11 & Dev. Co.’s No. 1 Bearden is 
underreaming at 875 feet, No. 2 is drilling at 
230 feet, No. 1 Brown is drilling at 990 feet. 

Cattlemen’s Hogg Creek Oil Co.s’ No. 2 
Bearden is driiiing at 1550 feet. 

Comanche Central Oil No. 2 
driliing at 2120 feet. 

Comanche County Oil 
drilling at 2200 feet. 

Cousclidated Producers and Refiners Corpn’s 
No. 3 Town Lot is drilling at 1770 feet. 

Continet:ital Oil Co.’s No. 3 Terry is a rig. 
Oil & Gas Co.’s No. 5 Carruth is mak 
ing 100 bblis., No. 6 is a rig, No. 7 is a rig, N 
1 Hamilton is drilling at 560 feet, No. 2 is 


Russell aud Bal 


Kimbail 


Co.’s No. 1 Anderson is 


1 Lewis is drilling 


Co.'s Terry is 


Co.’s No. 2 Terry is 


Cosdet 


diijiing at 700 feet, Nos. 5, 4, 5 and 6 are rigs. 

New South Oii Co.'s No. 1 Waldrop is a rig 
N le Oil Co.'s No. 1 Brown is drilling at 17¢ 
{ 

() » Fuel Oil Co Ni 2 Herrington 1 ‘ 

" G60 fee 

() oO Cltic Oil 4 ra A No Vaugh 
a location. 

Fetroleum Produciug Co.’s Nos. 1 and 2 
Snodgrass are rigs. 

Phoeiix Oil Co.’s No. 1 Griffin is fishing fo 
collapsed casiig at 3107 feet. (Phoenix Oil 
Co.’s No. 2.) 
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Kxtended By Two New Producers 


bbls. this week, 4 feet in the pay at 2704 fi 
lt will be drilled deeper. 

The Lewis and Snodgrass wells are f) 
150 to 250 feet deeper than the average p 
ducer in the immediate vicinity of Desdem: 
and are therefore indicative of the dip of | 
horizon to the north and west. They also a 
further to the theory that the Ranger prod 
tion and that from Desdemona is from {| 
same general formation and horizon, the 
ference in depth of wells in the two fieids 
ing due to the dip of the sand going no. 
and west from the Duke and Knowles devel 
ment. 

The Desdemona field is rapidly being pus! 
out in three directions, and now covers an a! 
extending to the Vaught tract west to t 
Lewis on the north, and to the Reynolds lea 
of the McMann Oil Co. east in Erath coun 


nest! 


Plains Oil & Gas Co.’s No. 1 Dees is a 
No. 2 Emde is a tig, No. 5 Herrington i 
rig, Nos. 6 and 7 are both rigs, No. 8 is a | 
tion, No. 9 is drilling at 2650 feet, No. 11 
timbers, No. i2 is a location, No. 14 is a 
No. 17 is drilling at 65@ feet, No. 1 Lewi 
drilling at 1650 feet, No. 1 Richmond is pu 
ing casiig from a bad hole at 1000 feet, N 
Siockton is cleaning at 2625 feet. 

Plaiet Oil Co.’s No. 1 
1700 feet. 

Poor Jim Oil Co.’s No. 1 Smith is a rig 

Ranger Rock Island Oii Co.’s No. 1 Brown 
dviliing at 540 feet, No. 2 is drilling at 12 
feet. 

Rainbow Oil Co.’s No. 1 Stockion is drilling 
at 2560 feet. 

R. H. S. Oil Co.’s No. 1 Brown is drilling 
at 210 feet, No. 1 Terry is at the top of tl 
pay at 2635 feet with a fishing job. 

Roper and Feebles’ No. 1 Snodgrass is dri 
lig at 1800 feet. 

Rosedale Oil Co.'s No. 1 Bearden is drillins 
at 1155 feet. 

Ross Bros.’ No. 1 Reed is drilling at 450 fee! 

Ross, Sanders and Moorehead’s No. 2 Moors 
head is a rig. 

Royal Duke Oil Co.’s No. 2 Smith is drilling 
at 900 feet. 

Sinclair Gulf Oil Co.’s No. 6 
down at 2695 feet. 

Skelley and Sankey’s No. 3 Anderson is 
rig, No. 1 Mears is drilling at 650 feet. 

J. T. Smith’s No. 1 Brown is a rig. 

Smith et al.’s No. 1 Eppler is a rig. 

Southern Oil Co.’s No. 1 Lewis is a rig 

Southwest Oil Co.’s No. 2 Madding is settin: 
casiiig at 2640 feet, No. 3 is drilling at 16! 
feet, No. 4 is drilling at 660 feet, No. 5 is dril 
ing at 250 feet. 

Sterling Oil Co.’s No. 2 Vaught is shut dow 
at 1750 feet, No. 3 is a rig; No. 4 is shut dow: 
at 2575 feet, No. 5 is a rig. 

1 Farmers State Bank 


Henry is drilling 


Hogg is shut 


The Sun Co.’s No. 
a rig, No. 1 Moore is a rig, No. 6 Shuler is 
rig, No. 7 is a location, No. 8 is drilling at 26: 
teet, No. 9 is a rig, No. 10 is drilling at 15! 
feet, No. 11 is a rig, No. 2 Mohon is a rig, N 
1 Townsend is a rig, No. 1 Anderson is waitil 
on orders. 

Tayior et al.'s No. 2 Church Lot is a rig 
Teniessee Oil Co.'s No. 1 M. E. Church 
drilling at 1300 feet, No. 2 is a rig, No. 1 Tow 
Let is a rig, No. 1 Parsonage is a rig, No 
Lewis is a rig, No. 1 Terry is drilling at 18 
feet 
The Texas Co.'s No. 2 Grice is a rig, No 
Ss ettiig casing at 2040 feet, No. 7 is drilli 
ear the pay at 2665 feet, No. 8 is driiling 
1200 feet, Nos. 9, 10, 11, 12 are rigs, No 

Praeter is a rig 

Texas O11 Syndicate’s No. 2 Lizzy Queen 
hut down after spudding. 

Texas Oklahoma Oil & Dev. Co.'s No. 2 Ca 


(Coniinued on 


Page 38.) 
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OIL FIELD WORK 
needs 


“CATERPILLAR” 
“TRACTORS 


REG.U.S. PAT. OFF. 














HE 5 and 10 Ton “Caterpillar” tractors, 
offered for oil field work are duplicates 
- of the tractors we furnished to the 
United States and allied governments for the 
hauling of guns, equipment and_ supplies. 


These: tractors that completely changed artillery tactics by their 
speed, tractive power and dependability, might have been specially 
designed for oil field work, so well do they fit the conditions. Holt 
engineers developed special “Caterpillar” trailers, gun mounts and 
numerous other equipment for army use. The same men have 
designed a special winch attachment as dependable as every 
other part of the machine, to provide the quickest power for 
pulling rods and tubing. This winch has been developed in con- 
juaction with expert oil field operators for the special needs of the 
industry. It is Holt quality throughout. 


CATERPILIAP 


The power of the Holt engine and the positive traction of the “Caterpillar” 
tread take the HOLT TRACTOR and its load out on the new lease—over 
new fields, through swamps, deep sand, heavy muck and mire and over roads 
impassable even for horses and mules. Behind it goes a train of trailers, carrying 
heavy machinery, boilers, lumber and steel for derricks, massive tools for drill- 
ing, iron casings or any other supplies necessary to support old and new operations. 


Rainy seasons and bad weather cannot hold up drilling 
or pumping operations when the “Caterpillar” is on the job. 


Kaow a'] about the “Caterpillar” and what it will do for 
you. Learn how it reduces production costs by making 
constant, uninterrupted operation possible. Write today. 


the HOLT Manufacturing Co.Inc. 
There is but One “CAIERPMAR™- HOLT builds it. 
PEORIA, ILLINOIS 
Factories: Peoria, Ill. and Stockton, Cal. 
Branches and Distributors 


Straw, Ga. Omaha, Nebr. 
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PRODUCTION AT ELECTRA. 
The Electra field has an average daily pro 


duction of around 11,250 bbls., 
approximately as follows: 


which is divided 
3arrels. 


es ES A, cee le eolenG ee aes 5,000 
Ceeen se EDR NCEE RSID, nce cea ws'se sue eeann 900 
PORMOUR POG: 0. csaciwwcaesercsas 4,000 
RERODAMMOINER .. ows kc ess cue wuecaeveannae’ 1,350 

DEE io. he Wwe 4a eine eek eee seicsicne lagen 


SIX COMPLETIONS AT ELECTRA. 


The past week saw six completions in the 


Electra field, although five of them were aban 


lonmenis. The lone producer was Foster et 
al.s No. 1 Burnett, 30 bbls. at 885 feet. The 
abandonments inciude Brensen et al.’s No. 2 
R. A. Allen, 1115 feet; Federal Electra Oil 
Co..s No. 2 Wiliiams, 895 feet; Texas Co.’s 
Nos. 72 Stringer, 1655 feet, and 187 Waggoner, 
1510 feet; and Clara Oil Co.’s No. 4 Mertins, 


05 feet. 





WELLS DRILLING AT ELECTRA. 


The following welis in the Electra field are 
drilling at the depths mentioned unless other- 
wise stated: 

Acme Oil Co.'s No. 2 Burnett, shut down 
»95 feet; Barnes Syndicate’s No. 1 Cunning- 
ham, shut down 1095 feet; Burk Dome Oil Co.’s 
No. 1 Burneit, shut down 1127 feet; Burk Pay 
ton Oil Co.’s No. 1 Payton, 1500 feet: Big 
eaver Dome Oil Co.’s No. 1 Nance, 900 feet; 
urkburneit-Purdy’s No. 2 Burnett, shut down 
295 feet; Big Chief Electra Oil & Gas Co.’s No. 
1 Walker-Krohn, shut down 495 feet, and Buf- 
faio-Eiectra Oil Co.’s No. 1 Burneit, 700 feet. 

Cauble Oil Co.’s No. 1 Dale, shut down 1195 
feet; J. W. Cuiberson’s No. 11 Waggoner Bros., 
1460 feet, and Cloverleaf Oil Co.’s No. 1 Goetze, 
oo Teet, 

Eldora Oil Co.’s No. 2 Burnett, shut down 
725 feet; Eureka Oil Assn’s No. 1 Honaker, 
shut down 820 feet, and El Paso Oil Assn’s No. 
2 Jennings, 860 feet. 

Foster et al.’s No. 1 
feet, and Federal 
liams, 690 


B 
B 


Burnett, shut 
Electra 


down &95 
Oil Co.’s No. 1 Wil- 
feet. 

Gulf Prod. Co.’s No. 8A Burnett, rigging to 
pump, 837 feet, 8 Burnett et al., 1577 feet, and 
6 Forbes-Burnett, 985 feet; Greenwood et al.’s 
No. 2 Fisher, 460 feet. 

Haile Pet. Co.’s No. 3 Sol Wiiliams, shut 
down 745 feet; Hamilton et al.’s No. 1 Staley, 
shut down 2573 feet; Hazel Burk Oil Co.’s No. 
1 Peyton, 950 feet, and Highland Oil Co.’s No. 
1 Marsh, 685 feet. 

International Pet. Co.’s No. 1 


leet. 


Burnett, 175 


Roy B. Jones Trustee’s Nos. 6 Burnett and 7 
Buruett, shut down, 695 feet. 

Lucky Bill Oil Co.’s No. 1 
lown, 670 feet. 

Montana Electra Oil Co.’s No. 1 
lown 695 feet; Magnolia Pet. Co.’s 
Piper, 1675 feet, 31 Piper, 780 feet, 
L485 feet, 8 Sumner, 1860 feet, 37 Sumner, 1900 
teet, 40 Sumner, 1835 feet, 41 Sumner, 610 feet, 
i H. & T. C., 1100 feet: 38 H. & T. C., 1000 


McCarty, shut 
Fisher, shut 
Nos. 30 
29 Piper, 


North Mid Tex Gulf Oil Co.'s No. 1 Roberts. 
down, 895 feet. 

P gressive Oil Co.’s No. 1 C 

» fee Planet Oil Co.’ 

and 

eUze oio feet 


. 
ted River Oil Co.'s 
\ 


, row, shut down 
s No. 2 Burnett, shut 
Panhandle Ref. Co.'s No. 
{ 
| No. $2 Bywaiers, shut 
, and Ramsey et al.’s No. 1 Hon- 
590 


i 695 feet 


10V 


aker, 


down feet. 
Sunshine Slope Oil Co.’s No. 1 Goetze, shut 


snut 
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down 810 feet, and the 6666 Oil Co.’s No. 7 
Burnett, plugging back to 810 feet. 

Texhoma Oil Co.’s No. 1 Burnett, 925 feet, 
and John Tolbert Oil Co.’s No. 2 Coleman, shut 
down 745 feet. 

Witten Oil Co.’s No. 1 Jennings, 925 
West Electra Oil Co.'s No. 1 Huff, 
and Wisconsin Oil Dev. Co.’s No. 
Todd, 1025 feet. 

The Texas Co.'s Nos. 179 Waggoner, cleaning 
out, 1600 feet; 184 Waggoner, cemented, 1227 
feet; 186 Waggoner, shut down, 875 feet; 188 


feet; 
feet, 
8 Ward & 


—vdi09 


Waggoner, cleaning out, 1460 feet; 189 Wag- 
goner, drilling 1050 feet; 193 Waggoner, drill- 


ing 1300 feet; 194 Waggoner, 
Waggoner, drilling 650 feet, 
down 580 feet. 


spudding; 19° 
and 1 Sution, shut 


LULU Li are 


DESDEMONA DRILLING REPORT. 
(Continued from Page 36.) 


ruth is drilling at 
timbers. 

Tex-Penn Oil Co.’s 
at 3130 feet. 

Tripple Horn Oil Co.’s No. 1 

Waxahachie Oil Co.’s No. A3 
rig. 

Wirt Franklin’s No. 1 Lacy is fishing at 2742 
feet. 

Lake et al.’s No. 1 Weaver is a rig. 

Comanche Northeri Oil Co.’s No. 1 Carruth 
is drilling at 2200 feet, No. 3 is setiiug casing 
at the top of the pay at 2665 feet. 

Comanche Patterson Oil Co.'s No. 1 
is cleaning out bridge at 3132 feet. 

Dixie Oil Co.’s No. 2 Hamilton is drilling at 
900 feet, No. 3 is driliing at 340 feet. 

F. L. Moore’s No. 2 Cowan is drilling at 870 
feei. 

Petroleum Producing Co.’s No. 1 Robbins is 
setting casing at 1900 feet. 

Peerless’ Petroleum Co.’s No. 2 Carruth is a 


230 feet. No. 1 


Suodegrass is 
No. 3 Crowell is driiling 


Hobb is a rig 
Thompson is a 


Shelton 


rig. 

Phoenix Oil Co.’s No. 1 Mariin is drilling 
at 2200 feet. 

Sinclair Gulf Oil Co.’s No. 1 Thompson is 
fishing at 390 feet. 

Skeliley and Sankey’s No. 2 Anderson is a 


rig, No. 4 is a location. 


Southwestern Oil Co.’s No. 1 Carruth is a 
rig. 
Stagg Oil Co.’s No. 1 Purdy is drilling at 


2200 feet. 

Steriing Oil Co.'s No. 1 Weaver is a rig. 

Texas Land Oil Co.’s No. 1 Terry is drilling 
at 210 feet. 

Humble Oil & Ref. Co.'s 
rig, No. 4 Davis is a rig, No. 5 is timbers, No. 
2 E. S. Davis is drilling at 2715 feet, No. 3 is 
a rig, No. 4 is a rig, No. 1B is drilling at 2730 


No. 3 Davis is a 


feet, No. 2B is drilling at 1700 feet, No. 3B is 
drilling at 1800 feet, No. 4B is a rig, No. 2 


Ellison is drilling at 2100 feet, 
tion, No. 5 is drilling at 870 feet, No. 6 is a 
rig, No. 7 is drilling at 2100 feet, No. 8 is a 
rig, No. 9 is drilling at 450 feet, No. 10 is a 
rig, No. 4 Dick Gray is timbers for a rig, No. 
5 is drilling at 2700 feet, No. 6 is a rig. 

Italian Duke Oil Co.’s No. 1 Anderson is a 
rig. 

Jaggers-Wallace Oil Assn’s No. 1 Tabernacle 
is driiling at 1000 feet, No. 1 Baptist Commun- 
ity lot is drilling at 240 feet. 

Lucky Boy Oil Co.’s No. 1 Little is drilling 
at 1000 feet. 

Lucky 13 Oil Co.’s No. 1 Lewis is drilling at 
2740 feet, No. 1 W. B. Lewis is a rig. 

Magnolia Pet. Co.’s No. 2 Carruth is a rig, 
No. 3 is a location, No. 4 is a rig, No. 1 W. R. 
Carruth is drilling at 340 feet, No. 1 Duncan 
is a rig, No. 2 Echols Estate is drilling at 230 
feet, No. 3 is drilling at 350 feet, No. 4 is drill- 


No. 4 is a loca- 


ng at 1700 feet, No. 5 is a rig, No. 2 W. M. 
Echols is timbers for a rig, No. 3 is a rig, No. 1 
Ellison is drilling at 2100 feet, No. 2 Foote is 
a rig, No. 1 Genoway is shut down at 1800 feet, 
No. 1 Hobbs is fishing at 2525 feet, No. 1 
Mathews is a rig, No. 1 Miller is drilling at 220 
feet, No. 2 Moorehead is a rig, No. 3 is a loca- 


tion, 


feet. 


No. 4 is a rig, No. 5 is drilling at 650 
No. 1 Putty is a location, No. 2 Putty is 
(Continued on 


Page 43). 
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TEN COMPLETIONS AT IOWA PAR}: 


The average daily production of the ay 
Park field now exceeds 800 bbis. and t 
cent completions number tea, as follows: 

J. J. Cox’s No. 2 Ferguson, 25 bbls., &' 

Hester Oil Co.’s No. 1 Winfrey, 25 bb: ’ 
feet: Parkwerth Oil Co.’s No. 1 Fergus: J 
bbls., 806 feet; Sun Co.’s No. 1 Smith, 20 
860 feet; J. J. Reed’s No. 1 
feet; Goodwin et al.’s No. 1 Ken 
bbis.. 820 Grisdale & Erickson’s 
Grisdaie & Erickson, 25 bbls., 810 feet; 
Ranger Oil Co.’s Nos. 1 Watkins, 25 bbl 
and 2 Watkins, 20 bbls., 690 fee 
Burkburiieit Junior Oil Co.’s No. 1 Bu 
2 bbis., 665 feet. 


teed, aba 
at 975 


feet: 


feet, 


RANGER RIGS. 
(Continued from Page 26.) 
rell; No. 2 
1 Peel. 

Gates Oil Co.’s No. 1 Barker, 
Tidal Oil Co.’s Nos. 5, 


Leon Oil Co.'s Nos. 5, 


Hollerman; No. 1 A. L. Lope 


6 and 7 Danley 


6 and 7 Aiien; 


Allen. _ 
Albers Oil Co.'s Nos. 3 and 5 Turner. 
R. O. Harvey’s No. 3 Cotton; No. 6 C 


Producers Oil & Ref. Co.’s No. 2 Cott 
Texas Oil Syndicaie’s No. 1 Stateland. 
Spellman Oil Co.’s No. 1 Sibley. 
“Jones Boy Oil Co.’s No. 1 Clements. 
Southwestern Fetroleum Co.’s No. 2 W 
Ranger Duke Oil Co.’s No. 1 J. W. B 
well. 
Jagger Wailace Oil Co.’s No. 1 Parker. 
Cosden Oil & Gas Co.’s No. 1 
Vulean Oil Co.’s Nos. 1 and 2 


Dawson 
Davis. 


LOCATIONS. 


The foliowing are locations: 

Texas & Pacific Coal & Oil Co.’s No. 6 J 
McCleskey; No. 2 H. R. Clemmer; No. 3 \\ 
Gholson. 

Prairie Oil & Gas Co.’s No. 6 J. 

No. 14 Terrell; 
H. A. Demic; Nos. 2, 3, 4 and 5 J. T. Ro 
No. 9 J. T. Roper; No. 1 Beck; No. 1 Wail 
No. 3 Cunningham; Nos. 1, 2, 3, 4, 5, a 
Meadow; Nos. 1 and 2 Davis. 

Humble Oil & Refining Co.’s No. 3 5: 
Nos. 3, 4 and 5 Fargason; No. 5 Davis. 

Lone Star Oil & Gas Co.’s No. 2 Hagan 

Magnolia Fetroleum Co.’s No. 4 W. A. 
ris; No. 2 Turner. — 

Wagner et al.’s No. 6 D. McCleskey. 

Texas Co.’s No. 2 Hise; Nos. 3 and 4 Hi 
No. 4 Littleton; No. 7 Littleton; No. 5 Tur 
No. 8 Turner. 

Mid-Katusas Oil & 
Harreil. 

Westheimer Oil & Gas Co.'s Nos. 7, 8 @ 
Griffin. 

Sinclair Gulf Oil Corpn’s No. 2 Barnes; 


R. Wo 
Nos. 5 and 6 Johnson; N 





Gas Co.’s Nos. 3 au 





3 McGlothlin; Nos. 6 and 7 Danley. 
John Markham’s Nos. 22 and 23 Copeia 
No. 1 Thompson. 





Chapman et al.’s No. 3 Wright. 

Staies Oil Corpn’s No. 3 Hoilerman; N 
Hood. 

Leon Oil Co.'s No. 10 Allen; 
Allen. 

Steiner et 

Hercules 


Nos. 11 and 


al.'s Nos. 1 and 2 
Petroleum Co.’s No. 2 


Butler. 
Hollerm 
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trict between the Sun Co.’s well on the Car TWO WELLS LOOKING GOOD AT MARK- 




































































21 acre tract and the Texas Co.’s Pound HAM. 
\ least Pex Company's No. 6 Myei which 
33 ae vid r even tee in a good looking 
1, IN THE BLUE RIDGE SECTION. “te cong ic pa ea ge Ses Rag cog 
i I} le Same ld th len ii Co No. 14 
. i The West Production Co.'s No. 1 Lesche \T cutiing off water coming through 
mt, ‘ is drilling below 2500 feet and is expected to ‘ casing preparat vy to testing at 1450 feet 
Bf Saas be a completion within the next few days. No “$¢ 
C i Knight is rebuilding derrick. eS Han who. is operating south 64 
The Gulf Production Co.’s No. 1-B Basseit Ke. Se eT et a, 
HULL PRODUCTION. Blakely is drilling around 430 feet. as : ; 4 oft ee i eT ee ee ee 
erage daily production of the Huil The Texas Co. ov No. 1 Robinson is drilling . . = 33 
= { the week just ended was distributed @Pound »00 feet; No. 1 Bas ett Blakeley has a C. Allison of Houston has sold to E. H 
, BDI iaiely as follows: Mshing Job at 1900 aCe. : unt and Frank Sharp of Nacogdoches 
t! Barre Is R. v. Dull 8 No. | Soderberg, 1S TISSiNE UP rexas, 11 acres out of a 100 acre tract in Tabbs 
: ; . -onublic Production Co. ............. 1500 ; The Sinclair Guif Oil Co.’s No. 1 Daviso Bay ‘ Fei Creek The consideration was 
ar r t Production Coz osc. 6 oc vie keeie os 1200 9° acres, is a location. 6 
bj Ue ae ve OS 9° ee 350) 33 
iso. 2) Fe re es SE ens He _ SPINDLE TOP COMPLETIONS. iy gee a] 
1) 4 ong = ali ae raat set 9 The Three Acre Oil Co.’s No. 1 Fee after a _ 
in i eat ania ia se eae w Wise oe ae mas zUU < : ; 
deepening to 950 feet, is pumping 100 barrels 
= Te ee eke EE Ie Aen 3475 Of oil. 
: tise) SN, ae 
y] HULL COMPLETIONS SPINDLE TOP DRILLING REPORT. 
= Gulf Production Co.’s No. 1 Thomas is The Crown Oil & Refining Co.’s No. 1 M¢ 
Bu around 2620 feet. Fadden is riggilig up. 
Texas Co.’s No. 1 A. Merchant has been The Gulf Production Co.’s No. 2 McFadden is 
- on ‘ ned. drilling around 2950 feet. 
aia piatilindy Wilson & Broach’s No. 1 Greer is drilling 
HULL DRILLING REPORT. REOENG SREY FOR. ee 
= ee : ; hos The Texas Co.’s No. 1 Fee is drilling around 
ye rexas Uo. 8 No. ‘ Merchant iy - 2300 feet, corrected depth; No. 2 Fee is drill 
No. 1 Pounds is drilling around 33820 ing around 1100 feet 
No. 1 Hazel Oil Co. is driliing around 650 : tt 
v Crown Oil & Refining Co.’s No. 1 Palm- AT BATSON. 
, er is rigging up; No. 1 Hankamer is a loca- The Humble Oil & Refining Co.’s No, 1 La 
7_ Garza at Batson is driliing around S800 feet 
oe Texas-Gulf Co.’s No. 4 Morris Philips 32 
y oly Y ° ‘pic » +1 . to ; > 
C lermicks No. 6 Morris Phillips is side MANY GOING TO BUFFALO BARBECUE. 
tt Gulf Production Co.’s No. 3 Phoenix is W. E. Norton, in charge of arrangements 
id. ggiug up; No. 4 Phoenix is rigging up. for the special train to carry the oil men and ; 
Big Four Oil Co.’s No. 5 Hankamer is their wives to the Goodnight ranch for a buf- r, ee ane : 
aeiaiane ( ng around 1950 feet. falo barbecue on Labor Day, announces that , 
5. Republic Production Co.’s No. 15 Dol- at least two Pullmans will be necessary out ol “py: & 
W lrilling around 2430 feet; No. 23 Dol- Wichita Falis. A diner will be attached to ~ 
B s drilling around 850 feet: No. 24 Dol- the train and the special will be on the sidé Gulf’s No. 1 Thomas making a few heads 
s a derrick. ivrack as headquariers until the returia trip while bailing. 
. Higgins Fuel & Oil Co.’s No. 1 Smith 
gging up. a 7 
mn Empire Gas & Fuel Co.’s No. 1 Barn- ps 
drilling around 600 feet. 
Houston Oil Co.’s No. 1 Baldwin is a 
Sun Co.’s Ne. 2 Carr, is a derrick. ’ 
Summerow Oil Co.’s No. 1 Pounds is fn 
up. we ¥ ‘ 
6 J Kagle Petroleum Co.’s No. 1 Devore is a 2 a 
3 \ < WV NX 
fumble Oil & Refining Co.’s No. 1 Stov- tod MEY: 
Wor gcing up; No. 2 Paimer which tested dry & Ba ‘ , 
- No. 1 k around 1880 feet, is drilling deeper. SD Oki 
0 oo Sid 
Vall AYS $50,000 FOR HULL ROYALTY. So a 
an louston Oil Company has paid Jacob B. ye NM - 
| of Houston the sum of $50,000 for EA aS 
Ss sixteenth royalty held by Mr. Baldwin 3 by 
5. cres of land at Hull on which the Gulf pate te 
gan ion Company has the lease. It is lo- qt “4 
 eF the southwestern part of the Hull dis- aa Ne 
— D tds 
; 
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G Gaines B. Turner Clyde Grissom 
4 Hi D. M. Doyle 


TURNER & DOYLE 
an Attorneys-at-Law 

Spectalizing in Oil, Gas and Land Law. 
2 a) iee Building L, 2393 
FORT WORTH, TEXAS 
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pela A: H. Woodfin, Chief Geelogist 
Harry L. Beane, Geologist 


’ | ‘exas Petroleum Developing Co. 




















aan RESEARCH WORK 
and sulting Geologists, Reports and Tracings 
Texes State Bank Bldg Phone Lamar 1662 
/ FORT WORTH, TEXAS : : 
iia Scene on the Big Four Oil Co.’s Hankamer lease. 
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Humble 
tributed 


field during the past week was di 


approximaiely as follows Barrel 

The Texas Co: . ; » JOE 
The Humble Oil & Ref. Co 12 

The Invincible Oil Co : b20) 
I Southern Petroleum C« zhu 
The Petroleum Ref. C« 1,061 
The Sun Co. . = 125 
J. M. West etal .. 80 
I Gulf Coast Oil Corpi 


Castell Oil Co. : l 
1 


The Gulf Production Co 


\liscellaneous bo 
otal 8,2 
HUMBLE PIPE LINE RUNS. 

The average daily pipe line runs from Hum 

field for the week just ended was approx 
i Ly LOlLiOows 

Barrels. 

Texas Pipe Line C ; 6 37: 
The Sun Pipe Line Co. . D0 
Petroleum Ref. Cx : 90 


Guif Pipe Liiie Cc 


SOUL 65 Q | 


HUMBLE COMP LETIONS. 
The Texas Co.’s No. 14 Burt 50 acres. is a 
bariel pumper at 1900 fee 
The Manker Oil Co.’s No. 10 Hat 
pumping 10 barrels at 1160 feet 


ies) 


HUMBLE DRILLING 


The Texas Co No. 237 Landslide i eam 

yr to set screen around 2640 feet No. 239 
Landslide i gging up; No. 240 Landslide | 
cl g location; No Herm i ick 
Z4tons Tee No Lis he iin | ream 

¢ ) 1 at 1190 fee » 8S Koehler 


August 











—_ ap SE 























SARATOGA COMPLETIONS. 
The Weldon Ol Co.’s No. 2 Hooks 
ng to pump at 1200 feet. 


SARATOGA DRILLING REPORT iv 
The Regina Oil Co.’s No. 5 Ogder 
over four with six inch at 1300 feet 
The Texas Co.’s No. 4 Ogden is 
around 2900 feet. 
The Sun Co.’s No. 133 
around 2100 feet. 
The Rio Bravo Oil Co.’s No. 108 
riggilig up. 
The Peerless Oil Co.'s No. 


ng around 980 fee 


MeShat 


6 Kirby 


is drilling around 1670 
a location. 
The Brazos Oil & Refining Co. 
ler is standing around 500 feet 
The Syrian-American Oil 
1 


Vonal l 


feet; No. 1 


acre 1S 


Co.’s N 
is drilling around 970 feet: N 
Donald is a derrick. 
The Manker Oil Co.’s No. 1 Hars 
drilling around 1050 feet; No. 12 Ha 
a derrick. ig 
The B. B. B. Oil Co.’s No 
img at 500 feet. 
The Kavanaugh Pe 
is drilling 


Bailey 


troleum Co.'s N¢ 
around 150 feet. i 





Inversiones Y Petroleo 
Propiedades Y Arrendamientes 
Civil Oil & Gas Company 
OIL INVESTMENTS 


8th Floor Mason Bldg, Houston, 
WRITE US TODAY 
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i 
uN! 


Texas 











We own and offer For Sale for 


IMMEDIATE DELIVERY 











16 miles 4+” 
52 miles 3” 


Brand New, 


Jos. Greenspon’s Sons Iron & Steel Co. 


70 Branch Street, St. 


outside diameter lap weld steel line pipe 


FIRST QUALITY GRADE 


Wire or write for attractive prices 









outside diameter lap weld steel line pipe 


Louis, Mo. 










































OOSE CREEK 


ic Oil Producing 


idetracking around 


PRODUCTION. 


production of the Goose 
just closed was dis- 


Barrels 
10,000 
600 


, D00 


Ridieia te Perma x618) elm ain 1,500 


oe) Ss a6 © Ss 80 we 8 68 vid 


9 
oll 


99> 


PO ee CER Ce ORE 175 


80 


OOSE CREEK COMPLETIONS. 


» Oil & Refining Co.’s No. 4 Dan- 
is bailing around 2620 feet. 


3 Rosenthal 


17 Stateland 


Co.’s No. 1 Goose 


Isenhour is arrang- 


Co.’s No 6 


2000 feet. 


CREEK DRILLING REPORT. 


Refining Co.’s No. 40 
nin Sula is drilling around 2 2540 feet; 
sidetracking at 


is drilling 


Jones Stateland is 
8 Jones Stateland 


fishing for 


Isenhour is fishing 
* is a location. 
is a derrick. 


No. 1 Free- 
2 Freemal 


3970 feet: No. 


around 1750 


is a derrick. 


is sidetrack- 


Fuel Co.’s No. 1 Adey is 
Corpn.’s and the Crown 
Gaillard is feel- 
24 Gaillard is 


- Refining Co.’s No. 2 Hog Is- 


feet: No. 3 


3100 feet. 
No. 13 State 


Nos. 18 and 


drilling; 


No. 1 Atkin- 


‘s No. 1 Dolan is rigging up to 
standing; No. 4 
over. 


Island is a 


24 Smith is fish- 
is fishing at 
sidetracking at 
derrick: No. 15 
No. 7 Sweet 
14 Sweet is 
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SOUR LAKE PRODUCTION. 


average daily production for Sour 
during the past week was distributed 
approximately as follows 


Ju. Os Sl ne ne eee en ae 2,25 
Gait Production: CO. ais scaccivcsciawess 
Humble Ol &. Ref: Co... ..ccccses. 

Yount-Lee Oil Co. ....... st io eae saatte feria) Saal aca 
Parrest: 4 IFCIANG 2... ccisccccecowsecven ; 
SS er er 
yy eS 0, re ee ee a 
fo OG GS ie ae 
Miscellaneous ...... a Ee ee ee ee 


Ai MES a oe ae oe inne Ores 


SOUR LAKE PIPE LINE RUNS. 


average daily pipe line runs 


Lake field during the past week 
distributed approximately as follows 


The. eras: Pipe bane: Con. ccsiscee s4ahania 
eR ig ES OY 0 
Bem Pipe Lane: CO. okie awe cieies 


NN heres thal enn sh Sates a ental and 


SOUR LAKE COMPLETIONS. 


Minor Oil Co.’s No. 66 was a 7 
* at 2531 feet. 


Texas Co.’s No. 208 Fee is 
825 feet. 


SOUR LAKE DRILLING REPORT. 


Texas Co.’s No. 243 Fee is sidetrackin 
around 920 feet; No. 298 Fee is a derrick; 


is a derrick. 


“Guif Production Co.’s No. 1 Minor 


around 2650 feet 
Yount-Lee Oil Co.’s No. 1 
around 1700 feet. 
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SUSEnEY PRODUCTION. 
average d ily prot luction of th Edger rly 
I week just past was approximate 


EDGERLY DRILLING REPORT. 


Edgerly Oil é Mi Co.'s No. 2 Wi 
. und 3 P 
\ a N S Hu 
VINTON PRODUCTION. 
erage daily production of the Vinto 
eld for the week just past was approximate 


Oo barrels. 


VINTON COMPLETIONS. 
ownie Babbitt’s No. 6 Johnson is bailin 


The Gulf Coast Oil Co.’s No. 12 Big Vince: 


idetracking te 2760 feet was a Salt wa 


VINTON DRILLING REPORT. 
dchaux Syndicate’s No. 1 Holcomb 


illing around 1840 feet 
Gum Cove Oil Co.’s No. 6 Lucky Fou 


is drilling around 2200 feet: No. 7 Lue 


our Acres is drilling around 1240 

hepperson and Luev’s No. 1 G. N. Gray 
e irround 2540 f ( 
G R nl Co No. 1 " \ ( 

i oO ) No tS | N. I l 

. d 2 q + r 

Vinton ] roleum ( No Gray 

ng 2400 feet; No. 6 Gray is sidetrac 

it 2100 fee No. 10 | m¢ i ide ick 
) W y it 24 t 
































**First Exclusive Iron Dealers in Texas’’ 


F. W. Heitmann 


Company 


113 Main St., Houston, Texas 


Gardner Steam Pumps 
National Pipe, Boiler Tubes 
Fittings, Valves, Packings 


Beltings, Wire Rope 


Drilling Cables, Bull Ropes 





Led 
‘of 


We Carry a Complete Stock of the Above 


Commodities at all times and can 


Ship Immediately 


Robert T. Hill 
J. E. Brantly 


GEOLOGISTS AND ENGINEERS 


612 American Exchange Bank Bldg. 
Phone Main 3676. DALLAS 








ATTORNEYS 
Union Bank Bldg., Houston, Texas. 
Special attention given to the protection 
of royalty owners and lease holders. 




















ESTABLISHED 1906 


) ™ 
Jester & Co. 
INVESTMENT BANKERS 
69 WALL STREEI 
New York 


Negotiate sale of approved bonds, 
mortgage notes and stocks based 
on producing oil properties. 


Invite correspondence from es- 
tablished oil producers, refiners 
and marketers who can use addi- 
tional capital advantageously. 
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SOMERSET PRODUCTION. 


The average daily production of the Somer- 
set field for the week just closed was dis- 
tributed approximately as follows 





























Barrels, 


The Gulf Production Co 1 ea .... 140 
The Grayburg Oil Co ere | 
Miscellaneous : wee ; . 60 

Total 5 Weyer 


SAN ANTONIO COMPLETIONS. 


J. F. Carr’s No. 1 Eves is pumping 10 barrels 
at 1411 feet. 

Howard et al.’s No. 1 Harrison is a thret 
barrel pumper at 1500 feet. 


SAN ANTONIO DRILLING REPORT. 


Whittaker Brothers’ No. 1 Kay is standing 


at 510 feet. 
The Gulf Production Co.’s No. 3 Shaw is a 
derrick; No. 5 Carruthers is a derrick. 


The Arrowhead Oil Co.’s No. 1 McCloksy is 
drilling around 1400 feet. 

Witherspoon’s No. 2 LaGrange is drilling 
around 350 feet 

The Blue Ridge Oil Co.’s No. 1 Tilschke has 
et six inch at 1100 feet 


The Grayburg Oil Co.’s No. 17 Hartung is 
Grilling around 1400 feet 

The Pioneer Oil Co.’s No. 1 James is drilling 
around 1250 feet (corrected depth.) 

Steuben MctClure’s No. 1 Kaufman is a 
derrick. 





Alexander Deussen 
CONSULTING GEOLOGIST 
Reports, Appraisals, Management 


Texas and Louisiana Oil Properties 
504 Stewart Bidg. HOUSTON, TEXAS 








MACWHYTE WIRE LINES 


(MACOMBER & WHYTE) 


BULL ROPES and BELTS 
JAS. B. DUNIGAN 


RANGER TEXAS 











Standard Rigs and 
Derricks 
For IMMEDIATE Loading Our Specialy 





Robertson-MacDonald LumberCo. 


Carter Bldg. HOUSTON, TEXAS 


SAWMILLS 
Devers, Texas—Turtle Bayou, Texas 


| OIL FIELD YARDS 
Goose Creek and East Columbia, Texas 


SHIPMENTS TO ALL FIELDS IN TEXAS 
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AUgUst 8°, 19) 



































DAMON MOUND PRODUCTION. BARBERS HILL PRODUCTION 
The average daily production of the Damon The average daily production of 
Mound field for the week just ended was ap- ber’s Hill field for the week just en 
proximately 1200 barrels. approximately 750 barrels, 








DAMON MOUND DRILLING REPORT. BARBERS HILL DRILLING REPORT 

The Sinclair Gulf Oil Co.’s No. 3 Becker is The Texas Co.'s No. 1 Old River, w 
drilling around 3560 feet: No. 2 Ptak is drilling tested salt water around 2400 feet is dri 
around 3375 feet; No. 9 Jackson is drilling 4eeper; No. 2 B. Fisher is rigging up. 
around 620 feet; No. 9 Wisdom is drilling The Kavanaugh Petroleum Co.’s No. 1 Chay 
around 1225 feet; No. 1 Sinclair Fee 1 A, is bers County Agricultural, is drilling ar 
drilling around 300 feet; No. 15 Bryan is rig 1925 feet; No. 1 Pyramid Fisher is 
ging up; No. 8 Masterson is rigging up. around 510 feet. 

me The United Petroleum Co.’s No. 3 Richards 
” is reaming at 2200 feet. 

SINCLAIR COMPANIES CONSOLIDATE. The United Petroleum Co.’s and Benckey 

The Sinclair properties are to be consolidat- stein.Syndicate’s No. 3 E. Fisher is standix 
ed according to statements issued in New York at 950 feet; No. 1 Old River is a location 
last Monday following a series of directors The Gulf Dome Oil Co.’s No. 1 E. W. B 








meetings held there. Stockholders of the Sin- iS a derrick. 

clair Oil & Refining Co., the Sinclair Gulf The Patillo Higgins Junior Oil Co.’s N 
Corporation and the Sinclair Consolidated cor- Winfree is a location. 

poration, however, will have to Vote On the gusssssmmnenmnmennmuntininnunnenuns — 
action of the boards of directors before the 

consolidation becomes effective. A_ special no-par value shares, but as but one million ¢ 


has been called for Sinclair Oil and a similar amount of Sin 
Gulf stock have not been issued the new 
poration will have in its treasury mor: 
two million of the total of the 5,500,000 shar 
authorized. 


meeting for this purpose 
next month. 

The new corporation will be known as the 
Sinclair Consolidated Oil Corporation, operat- 
ing under the laws of New York State. 





. : >< 
One share of the stock in the new corpora 33 
tion will be given in exchange for each share George Hindman of the United Pet: 
of the various companies. The new com- Company of Houston is summering N 


pany will have an authorized issue of 5,550,000 York for a few days. 








Dependability 


HEIR absolute dependability of QUALITY 


and WORKMANSHIP are the merits upon 
which GASO Preducts stand. They are the em- 


bodiment of strength and spines in nenty way. 











1%"x 2%” -3"-3%"—5”"x 10” Gaso 
Duplex Piston Steam Pump 


Manufactured by 


Gaso Pump and Burner Manufacturing Co. 


902-14 E. Hodge Street, TULSA, OKLA., U.S. A. 
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Extended t 


8. Hamilion of the Texhoma Oil & Re- 
Company appeared before the Wichita 
Chamber of Commerce Tuesday and ask- 
at body to assist the refiners operating 
ichita County to get an extension of time 
rmits for the railroads to return empty 
cars to the plants. He stated that often 


permit was out of date before the rail- 
delivered the loaded tank cars to the 
haser. He also stated that some of the 


‘ys were shut down and others running 
time because they could not get empties 








PTTL Pee 
DESDEMONA DRILLING REPORT. 
(Continued from Page 88.) 


cation, No. 3 Terrell is drilling at 2000 
No. 5 is a rig, Nos. 6 and 7 are rigs, No. 
drilling at 1430 feet, No. 9 and No. 10 are 





inhattan Oil Co.’s No. 1 Snodgrass is drill- 
it 1120 feet. 

arigold Oil Co.’s No. 2 
ghtreaming at 1150 feet. 
iry Elizabeth Oil Co.’s No. 2 Anderson is 


Herrington is 


Mann Oil Co.’s No. 2 Reynolds is a rig, 
3, 4, 5, 6 are locations. 
k Martin’s No. 1 Terry is a rig, No. 1 
vi Lot is drilling at 1500 feet. 
isco Oil Co.’s No. 1 Rushing is straight- 
ing at 1800 feet. 
iyfield Oil Co.’s No. 1 Munday is drilling 


2100 feet. 


| Jones is a location, Nos. 2 aiid 3 are lo- 
g at 2675 feet. 
l-Kansas Oil & Gas Co.’s No. 1 P. J. Dab- 
: shut down at 2120 feet, No. 3 is drill- 
870 feet, No. 4 is a rig, No. 5 is drill- 
2000 feet, No. 6 is a rig, Nos. 7, 8, 9 
gs, Nos. 10, 11, 12, 13 and 14 are loca- 
No. 1 Y. L. Dabney is a rig, No. 2 is a 
the ground, Nos. 3 and 4 are locations, 
Jones is a location, Nos. 2 and E3 are lo- 
llothian Petroleum Co.’s No. 1 Madding is 
ng at 2710 feet, No. 2 is a rig. 
l-Texas Oil Co.’s No. 1 Terry is a TIrig. 
k Crosbie’s No. 4 Putty is setting casing 
(20 feet, No. 5 is setting casing at 2020 
No. 6 is a rig, No. 7 is drilling at 340 feet. 
well and Gantt’s No. 1 Cypert is drilling 
60 feet, No. 2 is a location. 
la-B Oil Co.’s No. 1 Cypert is drilling at 
feet. 
-Tex Oil Co.’s No. 1 Dabney is drilling 
0 feet. 
lemcna Burk Oil Co.’s No. 1 Lewis is a 
lemona Petroleum Co.’s No. 1 Brown is 
ig at 340 feet. 
ney et al.’s No. 2 
No. 4 is a rig. 
Oil and Gas Co.’s No. 1 Hamilton is a 
the ground. 
ke Dome Oil Co.'s 
© at 2650 feet. 
‘ Knowles Annex’s No. 1 Vaught is drill- 
1800 feet, No. 2 is drilling at 650 feet. 
» Leon Oil Co.’s No. 1 Moore is drilling 
0 feet. 
‘aso Duke Oil Co.’s No. 1 Daniels is drill- 
2725 feet, No. 1 Harrell is a rig. 
i: Duke Oil Co.’s No. 1 Terry is fishing 


Shuler is drilling at 540 


No. 1 Snodgrass is 


feet. 
Oil Co.’s No. 2 Terry is drilling at 
et, No. 3 Terry is a rig. 


TEETH 
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Wichita Refineries Want Time 


o Secure Tank Cars 


io load out ihe products the plants can sell so 
easily. 

The chamber board of directors directed that 
the railroads be notified of the condition, the 
need for tauk cars for crude as weli as other 
refined oils and that a request be made thal 
the permit system be changed to remedy the 
situation. The refiners have been fighting a 
lone batile in the matter of getting their 
empty tank cars back so they could be loaded 


out again. They feel that the railroads are 
not treating them right, or at least feel that 
better treatment is possible. 

TL TMH HAUT WIM it 


Gallagher and Lawson’s No. 1 Dabney is shut 
down at the top of the pay at 2690 feet. 


Greenwecod and Terrell’s No. 2 School Lot 
is a rig. 
Gulf Production Co.’s No. 1 Jones is a rig, 


No. 6 Praeter is straightreaming at 735 feet, 
No. 7 is drilling at 450 feet, and No. 8 is drill- 
ing at 250 feet, No. 1 Snodgress is drilling at 
750 feet. 

Haileck and Whaley’s No. 
drilling at 1100 feet, No. 2 
rig on the ground. 

Heart of the Duke Oil Co.’s No. 1 Harwell 
a rig. 

Henderson’s No. 3 Terry is setting casing at 


1 Thompson is 


> 


is a rig, No. 3is a 


g 





$1000.00 will lease 56 acres in Groce 
Survey, Brazoria County. Oil companies 
hold tand in fee simple adjoining three 
sides. Call Flewellen, Preston 2361, or 
write 410 Austin St, Houston, Texas. 








DORSEY HAGER 
A. EDMOND ROBITAILLE 


PETROLEUM GEOLOGISTS 
American Exchange Nat’l Bank Bidg., 

DALLAS, TEXAS 
Kennedy Bidg., Tulsa, 


816 Oklahoma 








50 acres section 3382 Stephens County, 
Texas, to let on drilling contract without 








bonus. Owner, 213 Beatty Building, 
Houston. 

OIL RIGS 
Lumber Timbers Rig Irons 


Start Right by Giving Contract 
for Dorsey Rig 


E. N. DORSEY 


Phones 27 Ranger, Texa 
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the top of the pay at 2635 feet, No. 4 is drill 


ing at 750 feet, and No. 5 is a location. 
H. N. Harris et al.’s No. 1 Bearden is a rig 


Hogg Creek Siar Oil Co.’s No. 1 
is timbers for a rig. 

logtown Oil & 
rig. 


Hogg Oil Co.'s No. 1 Eppler is a rig. 


Neighbors 


Gas Co.’s No. 1 Henry is a 
ee, , Seen 

WICHITA FALLS AGAINST BRIBES. 

The Wichita Fails 


board of directors Tuesday is on record against 


Chamber of Commerce 
the paying of bribes to railroad employes to 
that 
the matter be taken up with the proper peace 
This 


and the 


freight moved and it was suggesied 


get 


officers. matter has been aired more 


asked as 
securing evidence against the 
The man who pays the bribe is 


than once railroads have 
sistance in 
guilty ones. 
just as guilty as the man who accepts accord- 


ing to the railroad officials. 





OIL STORAGE | 


TANKS 


17— 18000 to 34000 bbl. capacity each 


Carefully dismantled and match-marked, first-class 
condition. Immediate shipment 


ZELNICKER ST.LOUIS 


Get Bulletin No. 265 for bargains in 
Rails, Cars, Pipe, Engines, Boilers, Pumps,etc. 











DEMAND! - 


"OFFICIAL 
curse Off MA Pup to ds 


development Shown Lal y. 
Made and Sold by 


ORLOPP 6 ORLOPP 


O/ tap pag eet ete 
Architects § LRG 2EETS. 


17094 TAIN ST, 
QALLAS, TEXAS. 


Price fist 
on regvest 

















MOWRY BATES 


CONSULTING GEOLOGIST 


Geological Examinations Valuations Appraisals 
Direction of Investment and Operation 


BERNARD H. LASKY, 


Associate Geologiat 


First National Bank Bidg. 
TULSA, OKLA. 








Do you want to purchase a Refinery 
situated on the Guif Coast amply equip- 
ped to refine either Lubricating Oils or 
as a Skimming Plant? Address, Refinery, 
care The Oil Weekly, Houston, Texas. 








T. R. James Geo. M, Conner 


JAMES & CONNER 


LAWYERS 


609 Dan Waggoner Building 
Fort Worth, Texas. 











C. H. SMITH, President and Treasurer 


BEAUMONT 


OIL, GAS 


Corner Laurel and Magnolia 


J. B. MOORE, Vice President 


A. L. EASTHAM, Secretary 


WELL WORKS COMPANY 


AND WATER WELL SUPPLIES 


BEAUMONT, TEXAS 
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TAMPICO DRILLING REPORT. 


Lot No. 9 Isleta has cemented 8 inch at 
ISSO feet. 


English Oil No. 2 drilling around 2345 feet. 
The Aguila Company's Protrera No. 7 is 
driliing arouiid 2175 feet. 


Naranjos No. 10 is driiling arouud 2015 feet. 
Naranjos No. 8 is drilling around 2100 feet. 
Naianjos No. 9 is drililng around 400 feet. 
Perez No. i is drilling around 400 feet. 
The Kern-Mex 
2400 feet 


Tampuche, is drilling around 
The Atlantica’s Amatlan, Lot 64, has starved 
drilling. 


AGWI OFFICIALS SHOW SPEED. 


Joseph Guffey, presideut of the Agwi Com 
pany aud several officials while enroute to 
the iower couniiy were held up and fieeced 
by bandits, ai least some of the party were. 
The party was divided in three sections, the 
first with Mr. Guffey in charge of the first 
beat. While going down the canal Mr. Guffey 
thought he saw something moviig and ordered 
full speed ahead fearing bandits. His surmise 
was correct and his party passed the bandits 
before the robbers could open fire. The second 
boat however was captured and its occupants 
frisked. Those in the third boat saw what was 
occurriug ahead of them and turned aiound 
and retreated. 


THE OIL WEEKLY 


August 30, 


: Carranza is Apparently Bent on 


Confiscation of Oil Property 


De:pite the protesis of the natious whos 
citizens have inie-ests in Mexico the Mexican 


government is pet Ou the confiscation of the 


oil jands owned and controlled by foreigners 
as well as American oil meu. This condition 
of affairs was learued in Washingion last weex 
and caused cousiderable aix-ety to oil men 
when it was learned that Carranza and his 
official advisers were Ce’ermined on this ac 
Lion. 

Carranza’s atiitude is just the reverse of that 
of several Mexicaii newspapers who urge thal 
an early and just seitlement of the oii ques 
tion in Mexico will prevent intervention on the 
part of ithe United States. These papers ana 
the beiter educated class of Mexicans urge 
that even if Carranza cannot protect the lives 
of foreiguers he should at least do something 
for the protection of foreign capital. 

Business men of Mexico admit that Mexico 
caniot develop its natural resources without 
ihe aid of outside capital and in face of these 
demands Carranza continues in his omnipres 
eit buli-headed way to cause trouble. 

Ing. F. Vazquez Schiaffino, chief cf the pe 
troleum bureau of the Department of Industry, 
Commerce and Labor, says: 

‘The steps taken by the petroleum bureau 
have followed a program whose main points 
may be summarized as follows: To engage in 
a work of propaganda and diffusion of all data 
relaiing to the petroleum industry so as to in- 
terest national capital aud to invite the atten- 
tion of Mexican industrials, professional men 
and workmen, in order that they may play an 
active and important part in the development 
of this industry, making it, in a short time, an 
essentially and genuinely Mexican industry.’ 

This official statement, which it is believed 
was inspired by Carranza, coupled with the 


advice of Luis Cabrera, secretary of the 
uiy, uiging the supreme court to be it 
haste about considering the petro!eum < 
iow before it, has aroused great iiutere 
official circles at Washington. The petro 
cases before the Mexican supreme court 
ihere on the advice of the American stat 
paitment, which asked the American oil 
panies to conform to all the requirement 
ihe Mexican law step by step, from the lo 
courts to the highest courts in the land 
The Mexican chamber of deputies in s 
meeting has defeated a resolution to app 
a committee (to cooperate with President 
ranza, the senate and the supreme cou 
forming a policy on international questions 
particularily the petroleum question, accor 
io reports reaching Washington. The c!] 
ber also defeated aiother resolution calling 
aii inteirogation of President Carranza 0) 
lations between the United States and Mex 
The senate passed a resoiution instructing 


commitiee cf foreign relations to investig 


the cause aid character of the internati 
ciisis and to make recommendations. 
ee 

The Mexican senate held a secret me 
Monday of this week at which time artic’ 
of the coustitution which coucerns the na 
alization of oil lands and oil regulations 
it is thought possible that the senaie will 
up the oil situation. 

The correspondent of the Excelsior at 7 
pico says that oil companies operating in 


region north of Vera Cruz have placed ord 


for $7,060,000 worth of improvement and 
velopment machinery. The newspaper th 
ihis indicative of the belief of the oii com} 
ies in an ultimate satisfactory settlemen' 
ihe petroleum 1egulations. 











FREEPORT AND MEXICAN 
FUEL OIL CORPORATION 


UEL OIL 


Producing Properties 
. Refinery 


Sales Office 


Mexico 
Mereaux, Louisiana 
Houston, Texas 
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RT OIL CORPORATION EXPANDING. 

Export Oil Corporation of Tulsa has 

y admiited to a part ownership in the 
zation the Consianiine Refining Com 

and the Indiahoma Refiniig Company, 
tier organizations taking over the siock 
est of J. K. Duffy cf the Phoenix Refining 
iny. 

Constantine Refining Compaiiy is oper- 
a new plant at Devol across ihe state line 
Burkburneit, in Oklahoma, and has pip? 

yuneciions with the Burk pool. 

Export Oil. Corporation was orga iized 
marketing petroleum products in foreigu 
iies, and is the only independent organi- 

of its kind in the country. 

33 
; CREEK CO. WILL HAVE REFINERY IN 
STEPHENVILLE. 

Hog Creek Refiuing Company has been 
ized in Stephenvilie to build a 4000 bar- 
ant in that city, and pipe its crude ol 
ihe Desdemona field. 

refinery wiil be located near the Cotton 
oundhouse, in Siephenviiie, and the pro- 
; of the company are T. R. Rowan, J. L. 








ll, W. R. Kelley, G. C. and J. C. Christol, 
W. Phillips. 
33 
MPANY TO BUILD REFINERY AT WAY- 
LAND. 


Economy Refining Company has been 
ized at Cisco, and plans to buiid a plant 
aylaud, Stephens couity, as soon as ma- 

can be secured. 

L. Sanders of Cisco is president of the 
compauy, W. D. Dunn, vice president and 

Smith, secretary. The company plan; 
3,000 barrel plant. 

32 
& G. HAS SPECIAL EQUIPMENT FOR 
HANDLING CASING HEAD GASOLINE. 

derson and Gustafson have purchased a 
iber of insulated tank cars for the hand: 

of casinghead gasoline, this commodity 

ng into more promiient use as a resuit 

e large number of plants being construct- 

Texas to take care of ihe flow of gas 
the new fields. 

e firm of Anderson & Gustafson of Chicago 

of the livest marketing organizations ii 
ouniry. It also owns refineries in the 

Continent field, and have offices for the 

1ase and sale of a compileie iine of pe 

im preducts in the principal ciiies of the 

ry 


ive a 
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TIONAL REFINERIES COMPANY WILL 
yo? bate yo IN FORT WORTH. 
Natioual Refine:ies Compaiy, with an 
ized py am of $10,000,000, has 
Orgauized, aud announces that it will 
complete refinery cf 25.000 barreis a 
ipacity in Fort Worth. 
B. Reynolds is president of ithe new organi 


and W. N. Dobbs of Fort Worth is vice 
plaus to uliimately 


it. The company 


nn 


increase 50,000 barrels a day, and 


Texas fieids 


its plant to 
lay p.pe limes to the west 
suppiy of ciude. 

[ii Ali INLEYVIEW recently 
compaily said: 

“We are looking for a suitab!e site now, 
and as soon as we get it we will start without 
delay. We expect io break ground ia thirty 
cr forty days. We shali run a pipe lize from 
here to the Desdemona fields and expect in a 
short time to ke able to relieve the congested 
conditions by enlarging our plant to a 50,000 
barrel capacity. This wili easily be the larg- 
est refinery in the state.’ 

Mr. Reynolds said that his company had al 
ready absorbed a producing comyauy, capital- 
ized at $500,000, and now driliing in the Burk- 
Waggoner pool. Plans have already been 
made to haudie preductiois in Burkburnett and 
Desdemona fields. 

The offices of the organization are temporari 
ly locaied at 603% Main sireet. 


for a 


, the president of the 


Lod 
_———— 

TESTING OUT NEW PRAIRIE LINE. 

The Prairie Pipe Line Co. is testing out 
its alternating §8-inch and 12-.nch lie from 
Cushing, Okia., to Ranger, Texas, and ex- 
pects to have the big lite runniig oil by Sept. 
Ist. With ihe operation of this line, the 
Prairie will be enabled to handle approximate 
ly 80,000 bbls. of crude from the Ranger f-eld 
to Standard refineries in Kansas and the 
east. 

——— 
PUSHING GULF PIPE LINE. 

More than 30 miles of the Guif Pipe Line 
Company’s liie from Fort Worth to the Burk- 
buineit oil field has been completed and the 
pipe has been strung over more than half ot 
ihe 116 mile distance. The Guif is also com- 
pleting a line from the Northwest Burkburneit 
pool to Electra where an old loading rack is 
being rebuilt. The Electra line is a four-inch 
and will run about 5000 barrels a day. Shoit 
age of labor will prevent the Gulf from com- 
pleting its line as soon as was expected. 








LONG HORN COMPANY WILL PUT IN 
STRING OF GASOLINE PLANTS IN 
WEST TEXAS. 

The Longhoin Gasoline Company has been 
orgauized, and announces that it will put in a 
series of casing-head gasoline plants in the 
West Texas produicng area, the first piant to 
be erected on the Coffman tract north of 

Ranger. 

The new compaiuy is capitalized for $590,000, 
with J. B. Drake, manager, and will have of 
fices in the P. & Q. Building in Ranger. 

Kight casing-head plants will be constructed 
in the Ranger and Desdemona fields for the 
manufectuie of gasciine from the natural gas 

t 


in these districts. It is planned to have the 
first plant on the Coffman lease in operation 
within 90 davs. 

The Magnolia Petroleum Company is also 


building several plants for the production of 


Decrease Your Insurance Rates— Eliminate Your Evaporation—Protect Your Tanks 


THE CUNNINGHAM SYSTEM OF TANK PROTECTION 


Large oil companies have adopted this system, and this alone is proof of its effectiveness. 
the Underwriters Laboratories. 


casing head ga 


soline iu the 
Chestnutt aid Smith 
casinghead | 


Ranger f.eld, and 
already have a striig 
ylants iu operation 
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FOAMITE SYSTEM AT TEXAS CITY. 


J. C. Patierson of New York, representing the 
foamite Firefoam Company was in Houston 
iast week and closed a contract with the Hum 
ble Oil & Refining Co. for the insiailation of 
the Foamiie System of fire protection for the 
tanks and other facilities of the Humble Com 
pany at its deep water terminal at Texas City 
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George C. 


Buchanan of the Gulf Production 
o. at Houston, who has been enjoying a va- 
itinn, is again back on the job. 


\l. F. Dureit of the Durett Pet. Co. of Tulsa, 
1as been in North Texas on business this 
eek 


Geo. S. Hoagland of the Fidelity Pet. Co. of 
Tulsa was in Shreveport on business last 
yeek end. 





Thomas W. White, assistant to the president 
xt the Sinclair interests, is in New York. 


H. A. Melat and Jay Adams of the Gulf Pro- 
iuction Co. in Fort Worth, are attending the 
Labor Day barbecue and buffalo hunt on the 
Goodnight ranch at Goodnight, Texas. 


Miss Birdie Simmons, chief clerk in the lease 
iepartment of the Texas Co. at Wichita Falis 
office, left last week for Colorado City where 
she will spend two weeks. 


Chester T. Crowell, publicity director ~ for 
West Texas Chamber of Commerce, was 
Wichita Falis last week assembling a large 
exhibit to be shown at large expositions over 
the Middle West this fall. Agricultural exhib- 
ts will occupy a large place but views of the 
il fields in North Texas will have a promin- 
“nt place. Moving pictures have been made 
i Wichita Falls and the oii fields for this pur- 
po-e, by the Wichita Falis Chamber of Com- 


TH} 


? 


\. B. Carlisle of Goose Creek was relieved of 
$60 in cash by highwaymen in Fort Worth re- 
ently. Carlisie is a rotary tool man, not fa- 
miliar with the ways of the cable tool coun- 
try 


M. White, formerly connected with the 
hamber of Commerce in Fort Worth, is mov- 
ng to Ranger about Sept. 1 to represent the 
\ldrich Investment Co. in the Ranger field. 


D. W. Maurer, formerly of the Sun Co. in 
Dallas. and now independent operator, is in 
New York on business. 


red Rowe of Houston left the latter part 
week for Atlanta, Ga., on a business 


<. H. Champion, field foreman for the Prai- 
ie Oil & Gas Company at Ranger, was killed 
in a collision between his car and a T. & P. 
trdin early this week. 
- 33 
EMPIRE MORTGAGES PIPE LINE PROPER- 
TIES TO EQUITABLE TRUST CO. 

The Empire Gas & Fuel Co.’s (H. L. Do- 
erty interests) has mortgaged the pipe line 
properties of the company to the Equitable 
Trust Co. of New York for $150,000,000, ac- 
ording to instruments filed for record in coun- 
ties where the company’s property is located. 

This is a part of an expansion program of 
the Cities Service Co., and is believed to be 
or the purpose of financing an aggressive de- 
velopmental campaign in the producing fields 
of the country, and especially in Texas where 


+h 


he company has extensive acreage. 








GULF WILL BEGIN WORK AT GALVESTON. 


J. M. Millikin, chief engineer of the Gulf 
Refining Company arrived in Galveston Thurs- 
day for the purpose of begiuning the extensive 
improvements planned by the company at that 
city. The plans include the construction of a 
large distributing station at Ninth street and 
a filling station at Tremont and Avenue J. 
Switches will be constructed, five 55,000 bar- 
rel tanks will be built, slips dredged to 28 
feet in depth and buikheads to handle Mexican 
crude from tankers will be built. 


WUULEUINL EEN 


C. E. Girten, president of the Girten Be 
and Paeking Co., who has been at a Hou 
sanitarium for some time, following an 0} 
tion for appendicitis, is rapidly improvin; 


J. E. Swindler, vice president of the | 
Reid Supply Co., was in Houston during 
week. 


Wm. C. McLeod, district manager for 
National Transit Pump Co. with headqua: 


at Kansas City, was in Houston during 
week. 


NT Ee TUTE 


At Thirty-One Elected Head 
of $25,000,000 Corporation 


HE days when Pitt made his famous 
. speech relative to the “crime of being 

a young man” are far, far away in the 
dim past. It is the ability, the gray matter, 
irrespective of age, that is looming up in the 
forefront of the commercial, technical and pro- 
fessional world of the present day. 

This has never before been so markedly in 
evidence as in the recent elections of the 
officers of the Oklahoma Producing and Re 
fining Company and the Oklahoma Producing 
& Refining Corporation. In both instances, 
Mr. Theodore O. Lilystrand was elected first 

















vice president, director and chief executive of- 
ficer of the company, the first concern being 
the holding company and the latter the operat- 
ing corporation. 

The importance of this position may be fully 
realized when it is understood that the Okla- 
homa Producing and Refining Company is a 
$25,000,000 corporation, with more than 10,000 
stockholders in forty-six states and is the hold- 


ing company for the Oklahoma Producing and 
Refining Corporation, which is one of the 
big independent companies of the Mid-Cont! 
nent field, with assets amounting to $30,00( 
and being a complete unit—producing, t1 
porting, refining and marketing. 

His initiation into the business was thr: 
the medium of the Pure Oil Company, in w! 
his duties centered around the bookkeepi! 
department. It required just three years 
coucentration in this connection to impress 
the executives immediately above him that 
was the “rising” young man. This was p 
tically demonstrated by his elevation to 
position of general auditor of the compa 
which was later followed by his election 
the position of vice president and directo: 
their subsidiary companies, the Quaker Oi! & 
Gas Company and the Northwestern Oil & Gas 
Co., the duties of which he zealously perfo 
ed until he was selected as assistant to 
president of the Oklahoma Producing & Re! 
ing Company. One year in this capacity w 
sufficient for his qualifications to entitle } 
to another advancement up the rungs of 
ladder, which was concretely evidenced by 
election to the secretaryship of the same « 
cern, 

In this latter position he was furnis! 
with ample opportunity to demonstrate 
executive ability and was not found want 
The old officers of the company, the vete1 
in the service, were quick to recognize 
grasp upon affairs and an executive cont 
as an essential qualification for the young n 
who was destined to take up the harness 
it was shifted from older shoulders. Mr. L 
strand measured up to all the “bills and sp 
fications, ground plans and elevations” a 
his election to his new and responsible p‘ 
tion was but a natural sequence of events. 

As a result, today the new first vice pr‘ 
dent and chief executive officer of the Ok 
homa Producing and Refining Company is 
youngest chief executive of any oil conc: 
of similar magnitude. He was born at Tit 
ville, Pa., in 1888 and has been brought 
in the oil business, being familiar with ev« 
phase of it. 


en 
NEW C. OF C. MEMBERS. 


Among the new members to enroll as me 
bers of the Tampico American Chamber 
Commerce are 


Cia. de Hielo y Refrigeracion, “El Norte 
The National Paper & Type Company; L. 
Giraud; Cia. Automotriz del Norte; The B. 


Goodrich Rubber Co., Akron, O. 
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Coastal Wildcats 





MAY BE NEW DOME IN MATAGORDA 


COUNTY. 
Allen-Texas Oil Co.’s No. 1 Stewart, 
has been drilling on the southwest side 
at is known as Seerden’s Dome in Mata- 
tested dry at 4050 feet at which depth 
is in salt, according to Jos. Snyder, who 
charge of the company’s operations. The 
formation was encountered around 3950 


Snyder was in Houston Wednesday en 
to New York. He said that indications 
that this well undoubtably proved that 
lome on which no other wells have ever 
drilled was a true salt dome. He said 
in drilling the well the bit penetrated 
feet of river silt before any regular sub- 


face formation was encountered. 


Snyder said that Ed Wilkins, the driller 
lis test, has established a record having 
d 3709 feet, without a mishap in 40 days. 
i this depth was reached they had to wait 
iyS on pipe and then in the meantime 
ilder dropped in the hole and their fish- 
bs began. 

1 Bear of the same company is drilling 
d 2800 feet and Hamill et al.’s No. 1 Haw- 
on the Hawkins ranch ten miles ‘south- 
of Bay City is preparing to test around 
Leet. 


IN THE SHELDON DISTRICT. 


I. Simms & Company of Houston have 
a 90 day drilling contract on 100 acres 
he Hautier Exploration Company’s land. 
acreage is located between the Daugherty 
Schumacher tests three miles south of the 
igheriy and a mile north of the Schumacher 


S. Daugherty et al’s test on the Hautier 

loration Co.’s land is washing out the sand 
h filled the strainer while testing at 1700 
and will resume bailing. 

ie Schumacher Oil Co.’s No. 2 
iS testing at 1750 feet. 

ie Crown Oil & Refining Company and the 

Coast Oil Corporation’s test south of the 
imacher well is rigging up. 
ndergrass et al.’s No. 1 Richardson is 
ed up waiting orders to start drilling. 

e Crosby Petroleum Co.’s No. 1 Fleming 
set eight inch at 1800 feet. 

Harris County—The Gulf Production 
pany which abandoned its Warren lease 
lockley and pulled the casing in its No. 7 
ren has resumed operations and is drill- 
‘round 360 feet in its No. 8 Warren. The 

test is located approximately 1500 feet 

of No. 7 Warren which was abandoned 
two months ago. 

Keily Oil & Gas Co.’s No. 3 Drobish at 

Timbers is rigging up. 

Commonwealth Oil Co.’s No. 1 Settegast 
‘lerce Junction is drilling around 1600 


Hautier- 


H. Drummett et al.’s No. 3 Settezgast, at 
‘ce Junction is drilling around 1390 feet. 

Gambler Oil Co.’s No. 1 Mowry which 
been abandoned for several weeks, has 
antled its rig. 

Humble & Gulf Coast Co.’s No. 1 Ed- 
ison near Alameda was a Salt water well 

tested around 2000 feet. It will drill 


per, 
ie Texas Co.’s No. 2 Beiler near Addicks 
rigging up. 


The Texas Exploration Co.’s No. 2 Taylor 
farm at Pierce Junction is drilling around 800 
feet; No. 2 Seitegast is rigging up. 

The Texas Oil Producers Co.’s No. 1 Garden 
No. 2 on Oi) Mound near South Houston, is 
drilling around 725 feet. 

In Brazoria County—The Freeport Sulphur 
Co.’s No. 2 Tolar and Danuenbaum at Stratton 
Ridge has been abandoned in salt around 
2100 feet which it encountered around 1350 
feet. It is moving over .200 feet for No. 3 
Tolar and Dannenbaum and wiil test the sand 


» 


encountered around 1100 feet in No. 2. 

The Castell Oii Company and the Crown 
Oil & Refining Co.’s No. 1 Storrie at Stratton 
Ridge is rigging up. 

The Humble Oil & Refining Co.’s No. 6 Sea- 
burn at Stration Ridge is drilling around 1100 
feet. 

The Texas Co.’s No. 1 Allen in the southern 
portion of the county has been abandoned 
around 2600 feet and will make a new loca- 
tion. The Texas Co.’s No. 13 Hoskins at Hos- 
kins Mound is drilling around 1090 feet; No. 15 
Hoskins is drilling around 960 feet; No. 16 
Hoskins is driiling around 980 feet; No. 18 
Hoskins is drilling around 620 feet; No. 19 
Hoskins is drilling around 1220 feet; No. 20 
Hoskins is rigging up. 

The Pilot Oil & Refining Co.’s No. 1 tesi 
on the Asa Mitchell survey one and a quarter 
miles south and west of East Columbia is 
drilling around 300 feet. This test is located 
on the east bank of the Brazoria river and is 
about two miles southeast of the West Colum- 
bia field. 

In Liberty County—E. S. Hamilton et al.’s 
No. 1 Monroe, south of Liberty is drilling 
around 309 feet. 5 

House et al.’s No. 2 Zeiss and Pickett, south 
of Dayton has been abandoned in salt at 1522 
feet. 

The Empire Gas & Fuel Co.’s No. 3 Welder, 
south of Dayton, which is down around 850 
feet, is resetting surface casing; No. 1 Wilson 
is sidetracking at 2965 feet. The Humble Oil 
& Refining Co.’s No. 12 McCardle at Davis Hill 
is drilling around 700 feet; No. 1 Hume is rig: 
ging up. 

The Houstcn Oil & Refining Co.’s No. 1 
Schlender is down around 1620 feet. 

The Dayton Lard Co.’s No. 1 Dayton Land 
Co., is a location. 

E. F. Simms and Co.’s No. 2 Peterson north 
west of Dayton is drilling around 2850 feet. 

In Hardin County—The Civil Oil and Ga; 
Co.’s No. 1 Fee on the Calderon survey nea: 
Batson is rigged up waiting orders. 

in Galveston County—The San Leon Oil Co.'s 
No. 1 San Leon on the San Leon Townsite is 
drilling around 3360 feet. 

The Sun Co.'s No. 1 Cade on High Island 
is down around 2930 feet. 

In Walker County—The Humble Oil & Re 
fining Co.’s No. 1 Eastham, formerly carried 
as No. 1 Citizens Oil Co., is drilling around 
250 feet. 

The Black 
Walker, near 
4580 feet. 

In Victoria County—The Victoria Oil & Gas 
Co.’s No. 1 Kiine on the Victoria Townsite was 
a salt water well around 2030 feet and will be 
drilled deeper. 

In Jefferson County—The Texas Co.'s No. 2 
Fitzhugh near Big Hill is drilling around 2200 
feet. 

The Jefferson County Development Co.’s No. 
1 Mayumi, near Fanette is rigging up. 

In Jackson County—The Vanderbilt Petro- 


No. 2 
around 


Hawk Petroleum Co.’s 
Splendora, is drilling 


leum Co.’s No. 1 Koop, near the town of Van- 
derbilt is a derrick. 

In Brazos County—The Big Ben Oil Co.'s 
test near the town of Navasota is down around 
1425 feet. 

In Grimes County—The Texas Oil, Gas and 
Mineral Products Co.’s No. 1 Lamb Spring: 
near Piedmont, which had the drill stem stuck 
at 2600 feet has resumed drilling at that 
depth. 

The Crown Petroleum Co.’s No. 2 Crawford 
near Singleton, which has a fishing job around 
2600 feet, is reported to have made a iocation 
for No. 3 Crawford. 

In Fort Bend County—The Circle Oil Co.’s 
No. 1 Myers, three miles from Blue Ridge, is 
down around 2360 feet. 

The Island Lake Oil Co.’s No. 3 on the Tar®- 
ington tract is drilling around 2400 feet. 





South Louisiana Wild Cats 


In West Paton Rouge—The Penn-La. O11 
Co.'s No. 1 Wilbert, section 27-7-11, is down 
around 1350 feet. 





In Lafourche Parish—The Texas Co.'s No. 2 
Gheens, in section 2-16-20, has been abandoned 
at 2810 feet: Nos. 3 and 4 Gheens aye rigging 
up. 

In Orleans Parish—The Gentilly Oil & Gas 
Co..s No. 1 Andrews, section 15-10-6 has 
The Repubiic Oil & Sulphur Co.’s No. 2 Segas, 
section 2-14-23, is testing at 2700 feet. 

In Jefferson Davis. Parish—The Coliana 
Oil Co.’s No. 1 Andrews, section 15-10-6 has 
been abandoned around 1880 feet; The Cres- 
cent Oil Co.’s No. 1 J. E. Erwin, section 21-9-5 
is a derrick; the Liberty Oil and Sulphur Co.'s 
No. 2 Welsh Land Co., section 21.9-5, is a 
derrick. ' 

In Plaquemine Parish—Hero & Hughes’ No 
1 Hero, section 14-15-14, is testing around 35000 
feet. . 

In Terrebone Parish—The Atlas: Oil Co.'s No 
1 Knapp. section 32-19-19 is standing at 2547 
feet: the Foundation Oil Co.’s- No. 8 Livette 
section: 54-19-19, is standing at 2547 feei; No 
1 Plantation Farm is a derrick; No. 1 So. La 
Land Co. is standing at 3812 feet; the Trimity 
River Oil’ & Gas. Co.’s Na. .1 Gaidry,, section 
98-17-17 ‘is a derrick: 

In Allen Parish—The Kinder Oil & Dev. Co.'s 
No. 5 Lysles, section 3-8-7 is shut down at 161! 
feet: the. La..Central Oil Co.’s No. 1 Petain, 
section 12-31-6, is rigged up waiting on arders. 

In St. Mary’s Parish—Peters and Reed's No 
1 La. Live Stock Co. on Avoca Island, is walt- 
ing on orders at. 2638 feet. 





| North Louisiana Wildcats 


In Bienville Parish—Ringgold Oil & Gas Ce 
is drilling at 1450 feet in No. 1 Mosley, seo 
tion 5-15-9. 

The Ardmore Oil & Gas Co.’s No. 1 Fulie 
section 6-16-7, is rigging up to drill. 

The La. Oil & Ref. Co.’s Manning 1, se:tion 
22-15-10, is drilling at 100 feet. 

J. E. & J. M. Lummis are rigging up 
drill in No. 1 McGuire, section 19-18-15 

F. E. Rose’s Woodward No. 1, section 12-18-5 
set 10 inch casing at 275 feet. The Superior 
Oil & Gas Co.’s No. 1 Jordan, section 30-16-5 
set 10 inch casing at 250 feet. 

In Webster Parish—The Standard Oil Co. is 








illing at 1050 teet in No. 1 Gunner, section 


21-20-8 

The Pine Valley Oil Co. is rigging up to 
drill in No. 1 Biock, in sectivi: 7-22-10. 

The Cooien Vailev Oil Co. is rigging up to 

1 iii No. 1 Hodges, seciion 3-21-1 

J. Y. Steele is drilliiig at 1 fe in No, 1 
( chto i tion 22-20-09 

r} Miaway Oil & Gas Cr making a tes 

1412 f in N 1, Heflin, section 24-17-9 
(rl ( \\ m Is PPLMiZ ip oO { 1 la 
N Pail CL 17-1 

1} if I ¢ hi 4 a 1 2 i leej 

\ 1 Ferg - s 2S-19-S 

In Union Parish—W. Mavt Oil Co. sei 

casing in No. 1 Jame in secilon 19-22 3 

In Ouachita Parish—Southeiii Carbon Co. are 
rilling ai 1G50 tee in No ] Austin McLane 
+, sectioi i4-19-4 


H. N. Huber is driiling at 1025 feet in No. 
1 Edwaids, section 1-18-4. 

in Sabine Parish—Pomeroy & 
arranging to set packer at 2775 
> L. L. L. Co., section 30-6-12. 

In Morehouse Parish—Ouachita Nat. Oil & 
Gas Co. aie fishing at 1500 feet in No. 1 Cole, 
14-20-4. 


Hamiiton are 
feet, in No. 


section 


in Lincoin Parish Amber Oil Co. are sei 
ting 8 ich casing in No. 2 Newblock, section 


22-18-2 


Pia 1 . 
Tulsa Prod. Co 


have set up derrick for Ful 
N 1, secuon 0 


24-2( 





| North East Texas Wildcats 


In Marion County—Tar Isiand Pioducers are 
ililing at 1160 feet iu No. 2 Staie Land. 
Marshail No. 1 Bayou Lands Oil Co. is 


lrilling at 206 





feet 
In Cass County—Carlson 

drilling at 20U8 teet in No. 1 
In Panola County 

it 2030 feet in No. 7, 


Pet. Co. is 
Kiichen. 


Price 


The Texas Co. is drilling 
Waterman Lumber Co. 

National Oil & Gas Co. is reaming at 1220 
feet in No. 1 Nailes. 

Hope QOil Co. is rigging 

Louis Werner. 

In Harrison County—R. S. Allen 
at 2920 feet in No. 1 Wilson. 

The Texas Co. is drilling at 
No. 1 Gibson. 

In Rusk County—The Big State Oil Co. is 
drilling at 2450 feet in No. 1 Wright. 

In San Augustine County—Penn. Prod. Co. 
is drilling at 2440 feet in No. 1 Miller. 

in Fannin County—The Telephone O. & G. 
Co. 1s drilling at 300 feet in No. 1 Moore. 

in Bowie County—Bronway Oil Co. set 6 inch 
casing at 2472 feet in No. 1 Texarkana. 


up to drill ia No. 
is drilling 


2110 feet in 





Central West Texas Wildcats 


Erown County—Rucker Oil Co.s No. 1 
Grantham is shut down. Midway Oii Co.’s No. 
1 Blair is shut down at 1250 feet. Pennant Oil 
& Gas Co.’s No. 1 Harris is drilling at- 2020 








teet Martin Oil Co.'s No. 1 Stoue is material 
he ground for rig Nelson Bros. No. 1 
Cox is drilling at 1650 fee Miller et al.’s No. 
Stearns is fishing at 1280 feet. * Bailey et 
ils No. 1 Looper is drilling at 2325 feet. Tex- 
Oil Co.'s No. 1 Wheeler is a rig. Crown 
Oil & Gas Co.’s No. 1 Childress is shut down 
Lulu fee Janellen Oni Co.'s No. 1 Howard 
‘iling at 1000 feet Texas Eastern Oil Co.’s 
‘ t Capps is diilla 1495 fee Bailey et 
No. 1 Lowe is drilling at 500 fee Liberty 

) 0.5 No. 1 Ford is d lig at 0 Teé 
‘ Oil Co.’s N« McIntire s setting 

neh asihng at 460 leet 

Callahan County—Ranger Andrew Oil Co.'s 
N 1 Odom is shut down at 1350 fe \lamo 
m Co.'s down at 


i No. 1 Hart is shut 
“745 feet L. P. Litzing s N 1 Albin 


_— 
Is Shut 


own at 1500 fee Frank Henderson’s No. 1 
Ss is fishing for casing. Roxana Peiroleum 
No. 1 Hart is repairing at 1380 feet. New 
Southiand Oil Assn.’s No. 1 Vestol is drilling 
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at 2250 feet. Pierce Oil Corp.'s No. 1 Me- 
Gowaii is drilliig at 1150 feet. E. H. R. Green's 
No. 1 Scott is underreaming at 1350 feet. Al- 
len & Urbin’s No. 1 Tabor is shut down at 
1190 feet. Humble Oil & Refining Co.’s No. 1 
Isenhouce is seitiug casing R. QO. 


Harve ys No. 1 


ai 6Y5 1ee 


Crosbie is drilil 


\. F. Morvis’ No. 1 Peek is driiilng at 1240 
feet. Roxana & Sapuipa Refining Co.'s No. 1 
Pippi is shut down ai 270 fe Vaid 
Weider’s No. 1 Harris is waiting ci tools. Ohio 
Cities Oil & Gas Co.’s No. 1 Grant is waiting 
on tool Clyde Callahan Oil Co No. 1 Wood 
timbers Century livesitm ( N 
Poweil is a rig. 
Coke County—R. E.1 Oil Co.’s No. 1 Siro 
is Shut down ai 3300 fee Bosque & Buin 
No. 1 Westbrook is shut down at 1865 feet. 
West Texas Production Co.’s No. 1 Wilkens 


is drilliig at 510 feet. Texas Petroleum Sy.i- 
cicate’s No. 1 Harris is shut down at 1608 feet. 
Allen & Shaffer's No. 1 Arlege is shut down 
at 640 feet. Speliman & Johnson's No. 1 Wile; 
is a location. Smith Oui & Co.'s No, 1 
Davis is a rig. Thomas & Ludlow’s No. 1 
Sauds is a rig. 

Coleman County—Mitchell & Sons’ No 
Gray is shut down at 740 feet. R. Thomas’ No. 
1 Dibrell is waiting on orders at 3100 feet. 
Sysiem Oil Co.’s No. 1 Miller is shut down 
at 2980 feet. Valeva Oil Co.’s No. 1 Overall is 
drilling at 1050 feet. Prairie O.l & 


Gas 


Gas Co.’ 


No. 1 Miiler is having casing troubie at 1350 
feei. Seeman Oil Co.’s No. 1 Perkiius is shut 
dewn at 350 feei Texas Production Dept.’ 
No. 1 Love is underream.ng at 1175 feet. Mag 
uolia Pecroleum Co.'s No. 7 Morris has sal 
water at 38760 feet. Sun Co.’s No. 1 Dancie 


is making 40 bbls on the pump at 3330 feet 
Siuciair Gulf Oil Corp.'s No. 1 Sealey is shut 
down at 3642 feet. Giadys Belle Oil Co.’s No 
2 Gatrett is making 20 bbls. on pump at 1578 
ieet. Texas Co.’s No. 1 Bowden is shut down 
at 1410 feet. Sinciair Gulf Oil Corpn’s No. 1 
Padgeit is caving hole at 3300 feet. Magnolia 
Peiroieum Co.'s No. 1 Woodward is fishing at 
1040 feet. Avizona Oil Co.’s No. 1 Adams is 
shut dowii at 1300 feet. Mitchell & Sons’ No. 5 
Gray is shutting off water at 3365 feet. T. B. 
Slick’s No. 1 Rendleman is showing 508 bbls. 
at the top of ihe sand at 1535 feet. Maguolia 
Petroleum Co.’s No.*8 Morris is a rig. Gladys 
selle Oil Co.'s No. 2 Fuller is shut down at 
660 feet; No. 3 Garrett is setting 6 5-8 casing 
at 1508 feet. Magnolia Petroleum Co.’s No. 1 
State is drilling at 2610 feet. Pippin Oil Co.’s 
No. 1 Burke is a rig. Jim Ned Oil Co.’s No. 1 
Dibreil is making % million feet of gas. 

Concho County—Shultz Oil Co.’s No. 2 Shultz 
is shut down at 3126 feet. Leonard Petroleum 
Co.’s No. 1 Warring is shut down at 2900 feet. 
Texas Meers Oil Co.’s No. 1 Hartgrove is tools. 

Fisher County—Mineoila Oil Co.’s No. 1 Lan- 
nier is changing tools. H. H. Wilcox’s No. 1 
Barron is waiting on tools. No. 1 Hodge is 
driliing at 300 feet. F. G. Giliock’s No. 1 Me- 
Whirter is timbers for a rig. Moss & Poster's 
No. 1 Lewis is a new location in section 15 
Block 20 of the Texas & Pacific railroad sur- 
vey. 

Haskell County—S. S. Kouri’s No. 1 Ballard 
is fishing at 2510 feet; No. 1 Couch is shut 
down at 840 feet. Tal-King Oil Co.’s No.1 Scott 
is drilling at 975 feet. Texas Cushing Oil Co.’s 
No. 1 Calvert is shut down at 780 feet. Home 
Oil Co.’s No. 1 Cole is shut down at 560 feei 
Siack & Lasher’s No. 1 Gwinru is a rig 

Irion County—Speiiman Oil Co.'s No. 1 Tank 
ersley is shut down at 722 feet. 

Hamilton County—Hamilion et al.’s 
Buimal is fishing at 3368 feei Gladys 
Oil Co.'s No. 1 Gholson is shut down afier 
spudding iii; No. 1 Blancitt is cleaning out at 
»o0 feet. R ing’s No. 1 Poston is drill 
ing at 3570 feet Friendship Petroleum Co." 
No. 1 Grimiand is fishing ai 3770 feet. Genuine 
Oi Co.'s No. 1 Hale is shut dowa at 30 feet. 
QO. F. Dickerson’s No. 1 And having 
casing trouble at 700 feet. Producervs & Re 
fines Corpn.’s No. 1 Rea is drililng at 285 
feet in black lime with gas showing. Harring 
ton & Robertson’s No. 1 Node is drililng ai 
S50 feet. 


ersou is 
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Jones County—Ft. Phantom Hill Oil Co.’ 
1 Scott is shui down at 1400 feet. Liberty 
Oil Co.’s No. 1 Culberison is a rig. Se 
Bauklig & Invesiment Co.’s No. 1 Sea 
puiliig pipe to repiace bad joint at 2152 
Siamford Oil & Gas Co.’s No. 1 Harreii is 
ing at 1510 fee. 

Lampasas County—Harwell et al.'s 


White is wa:tiuig for cemeit to set at 103] 
Texoleum Petroleum Co.’s No. 1 Hill is f 


900 feet DuPree et ai.’s No. 1 Lee C 

shut dowu at 875 feet. Melma Mary 
Oil Co.s No. 1 MeCiea is driliing at 119 
Key & Hariis’ No. 1 Baxter is shui d 
630 fe Lomeia Oil Co.’s No. 1 Brov 
shut down for casing at 350 feet. Camp | 
Oil Co.'s No. 1 Hunt is shut down at 36 
Price et al.'s No. 1 Grove is shut dow, 
Robeits et al.'s No. 1 Conrad is 
down at 2060 feet. Caiter et al.’s No. 1 
is a siandard rig. 

MicCulloch County—Thado Boy Oil Cc. 
1 Dutton is pulling casing at 515 feet to 
up packer. S. O. Thomas’ No. 1 Whiie is 
Texas Eastern Oil Co.'s 
Seliman is preparing io abandon at 190( ’ 
Liberty Oii & Gas Co.’s No. 1 Shelton is 
down at 750 feet. Thomas ei al.’s No. 1 | 
is caSiug parted at 2500 feet. Dougias Oi 
No. 1 Ciothers is shut down at 2280 
Slaughter et ai.’s No. 1 Hinton is having « 
trouble at 530 feet. R. W. Morris’ No. 1 
ards is Siraight reaming at 450 feet. 1 
Oil & Gas Co.'s No. 1 Seale is drilling ai 
leet, 
Mills County—Fidelity Oil Co.’s No. 1 \ 
is shui down at 2043 feet. Columbia Oil & 
Co.’s No. i Cryer is shut down at 825 
Duemche et ai.’s No. 1 Hupstuiter is 
down at 375 feet. Venturi Oil Co.’s No. 1 
iis is dvilliig at 3260 feet. A. F. 
Tyson is iryiug to siraighten cio 
hole at 2527 feet. Clarion QOii Co.’s No. 1 | 
lear is driiiing at 850 feet. 

Mitchell County—Evans et al.’s No. 1 \' 
Foster is a rig im section 43 of the T. & 
R. R. survey. 

Nelan County—Blackwell Oil Co.'s N 
Jordan is shut down at 610 feet. Oitera 
Co.'s No. 1 Booth is shut down at 450 
Packard Oil & Gas Co.’s No. 1 Booth is drill 
ing at 1850 feet. Nolan Oil & Gas Co.’s No 
Montgomery is underreaming at 1510 
Wichita Noian Oil Co.’s No. 1 Kutema! 
drilling at 575 feet. Shallenberger’s No. 1 H 
ils is ready to spud in. 

Runnels County—Gulf Production Co.’s No. - 
Russell is shut down at 1600 feet. Run 
County Oil Co.’s No. 1 Pfluger is shut down a! 
1810 feet. Sinclair Gulf Oil Corpn.’s No. ! 
MecNay is shut down at 840 feet. Common- 
wealth Oil Co.’s No. 1 Johnson is a rig. Lew!s 
et al.'s No. 1 Seale is shut down at 1555 t 
Winters Oil & Gas Co.’s No. 1 Hightower 's 
shut down for underreamer at 2580 feet. 
son & Nelson's No. 1 Spreen is a rig. Satet) 
First Oil Co.’s No. 1 Alien is drililng at 
feet. Bapst & Wilson’s No. 1 Karnegay 
shut dowu for water line. Lacy et al.’s N 
Russell is drilling at 250 feet. Western 
troleum Co.’s No. 1 Richardson is shut 4d 
after spudding in. 

San Saba County—Troins et al.’s No. 1 Hid 
shut down at 1149 feet. Martin Oil Co.'s 
1 Gray is shut down at 450 feet. Royal D 
Oil Co.'s No. 1 Heatherly is drilling at 
feet. 

Sterling County—McClary Oil Co.’s N 
Douthit is drilling at 250 feet. 

Shackleford County—Empire Gas &«& |! 
Co.'s No. 1 Reynolds is driiling at 3795 ! 
Texas Cushing Oil Co.’s No. 1 Proctor 1s 
down for underreamer at 2495 feet. Bened 


leet, 


iue al 2925 feet. 


Fosier et 


& Trees’ No. 1 Nail is repairing rig at 1670 f 
Texas Co.'s No. 1 Webb is waiting on un 
reame Texas Oil Development ( 


No. 1 Driggers is shut down at 300 feet. T' 
Cushing Oil Co.’s No. 1 Colbert is driiling 
1430 fe Murphy & Bolanz’s No. 1 Conra 
setting cement at 1030 feet. Virginia Refin 
Co.'s No. 1 Pettus is a rig. Texhoma Oil 
No. 1-B Black is shut down at 1075 feet. Ba 
Petroleum Co.'s No. 1 Dyer is shut down 
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Hogan et al.’s No. 1 Poiudexter is re 

rig at 900 feet. Associated Oil Co.'s 

Snyder is repairing rig at 270 feei. Cen 

Co.’s No. 1 Fite is rig. The Empir 

Fuel Co.’s No. 2 Reynolds is making z 

fect of gas at 1325 feet. The Tidal 

No. 1 Hili is a location; No. 1 Wing 
ition, 

r County—Eraih et al.’s No. 1 Bilicei 


>> 


ii down at 350 fe Kepley & Biighi 
rison is shut dow. at 25C€0 fee \nd 
No. 1 Gillespie is pulling casing to 


Gillespi ri al.’s No l Clark is 
wii at 1490 feet. Beaver Vaiiey Oil Co.’ 
Hamiiion is waiting on casinz at 148 

mn & York’s No. 1 Hale is diiliing al 
Gaibraith et ai.’s No. 1 Paiker is dril.ing 
feel Security Banking & Live;imen 

No. 1 Biand is underreamiug at S00 feet. 
-aver’s No. 1 Joyce is a rig blown down. 
& Yoik’s No. 1 Derman is a location. 
1 & Brinn’s No. 1 Butmaun is a loca- 


1 Green County—San Diego Oil Co.'s No. 
g is shut down at 1250 feet. San Angelo 
s No. 1 Harris is shut down at 2166 
Whitesides et al.’s No. 1 Deekkey is 
iming at 2930 feei. 
Pinto County—Edrington et al.’s No. | 
s shut down at 1610 feet. Roxana Pe 
m Co.'s No. 1 Dye is puiling pipe to 
Burkett et al.’s No. 1 Wilson is 
at 43 Whitesides et ai.’s No. 
iil is a rig. Warner et al.’s No. 1 Pei- 
is shut Gown at 4195 feet. Whitesides 
No. 1 Layne is cleaning after shot ai 
wlll make another shot. Sinclair Gult 
pis No. 1 Abrams is shut down at 4169 
No. 1 Holt is at the top of the gas sand 
>and has a good showing. Hofiman Oii 
Co.’s No. 1 Costelio is setting casing 
feet. Wilson et ai.’s No. 1 Lynch is 
g rig. Empire Gas & Fuel Co.’s No. 1 
3On is seiting casing at 4134 feet. Prai- 
il & Gas Co.’s No. 1 Edmonson is drilling 
feet. Mid-Kansas Oil & Gas Co.’s No. 
ite is skidding rig. Upham et al.’s No. 1 
ig is drilling at 3870 feet. Consumers 
Gas Co.’s No. 1 Owens is siraight ream- 
2250 feet. Mid-West Oil Co.’s No. 1 
son is shut down at 3682 feet. Empire 
& Fuel Co.’s No. 1 Wheeler is shut down. 
imers Oil & Gas Co.’s No. 1 Corn is drill- 
it 1125 feet; No. 2 Oaks is a rig: No. 1 
is straight reaming at 1175 feet. Texas & 


<U feet. 


lic Coal & Oil Co.’s No. 12 Stewart is 


ng at 359 feet; No. 13 Stewart is shut 
at 1025 feet; No. 1 Ringold is drilling 
feet; No. 1 Bradley is a rig; No. 1 Fore- 
is drilling at 250 feet: No. 1 Bratton is 
ig at 630 feet. Magnolia Petroleum Co.’s 
Tischman is a rig. Silver Rock Oil Co.’s 
Bosley is a rig. Lone Star Oil & Gas 
No: 1 Herrington is drililng at 1700 feet; 
2, 39, 4 and 5 Herrington are locations. 
ie Oil & Gas Co.’s No. 1 Stewart is drili- 
it 250 feet. 
rker County—Burt & Griffith's No. 1 Per- 
drilling at 2000 feet. McClelland Petro- 
Co.’s No. 1 Gardner is drilling at 3535 fee‘, 
Rock Island Oil Co.’s No. 1 Davis is 
casing at 3475 feet. Associated Oil 
No. 1 Davis is a rig. Franklin Oil Co.’s 
Cariwright is pulling pipe at 560 feet 
d iig. Ranger Ray Petroleum Co.’s No. 
is is a rig. 
nerville County—Beiiedum & Trees’ No. | 
is fishiig for tools. Thomas & Lud- 
No. 1 Eddy is a rig; No. 1 Prewitt is a 


n County—Harrod & Merrill et al.’s No. 1 
y, setting machinery; No. 1 Conway, der- 
No. 1 Barnett, derrick; No. 1 Houck, der- 
No. 1 Bounds, location; No. 1 Stevens, 
No. 1 Nolan, location. 
ryell County—The Keystone Texas Oil Co. 
£ in biack lime; Buckeye Mid Texas Oil 
iny, 400 feet, fishing; McKeesport Texas 
omvany, drilling at 200 feet; Columbia 
Oil Company, derrick erected and ready 
lachinery and tools; Dunham Syndicate 
600 feet; Dunham Syndicate No. 2, 200 
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Johnson County—Johison Oil Co.’s No. 1 
Rhodes is shut down at 2100 feet. Texas Pe 
troleum Co.’s No. 1 Laramore is itimbe! 

Bosque Courty—Buri & Griifith’s No 
Werks is abaudoned at 3720 feet. Texas Crude 
Oil Co.’s No. 1 Haina is shut down at 375 fe 
Cousiaitiie & Egan’s No. 1 Williams is shu 
down a 1660 feet; No. J larris is a ig 
Minacie Oil Co.s No. 1 Ray is drilling a 
List feet J. &. Ferguson's No. 1 Ferguson 


illing at 1400 feet; No. 1 Herring is Lut 
own at SU6 feet Fenn Production Co.'s N } 
Cunningham is shut down at 20 feer.; Sin 
Guif Oil Corpa’s No. 1 Grimia.id is driiling 
Bea Ti Coleman & Wasson Oil Co.’s N 
Cox is shut down ai SOO feet. Thomas & Lud 
lOw N 1 Praie ; a rig: No. 1 Jameson 
timpe: 


Hitl County—Ciiy of Hilisboro waterworks 
is shut down at 2000 feet; Fenton & Curtis 
No. 1 Thigpen is shui down after spudd ng 
Rader et al.’s No. 1 Mostin is driiling ai 565 
leet, 

McCiennan Ccunty—Waco Oil & Gas Co.'s 
No. 1 Heiriigton is drilling at 2850 feet. Frel 
Oseubeck’s No. 1 Bezdeck is drilling at 130) 
feet. Bosque Petroieum Co.’s No. 1 Brown is 
timbers; Miller & Sitrawii’s No. 1 Miiier is a 
location. 

Coryell County—kKeysione Oil Co.'s No. | 
Strickland is drilling at 550 feet; No. 1 Ciark 
is drilling at 3360 feet; No. 1 Sadler is a rig 
McKeysport Oil Co.’s No. 1 Lilge»old is drili 
ing at 250 feet. A. P. Duiham’s No. 1 Pace 
is a locatiou Riggs et ai.’s No. 1 Elms i; a 
location. 

Erath County—Texas & Pacific Coal & Oil 
Co.'s No. 2 Long is shut down at 600 feet; No 
1 Gariies is a vig. McJunkin et al.’s No. 1 Cook 

abandozed at 3550 feet. Burt & Griffich’s 
No. 1 Laney has been abandoned at 3750 feet; 
Thomas & Ludlow’s No. 1 Roberts is shut 
down at 3980 feet; No. 1 Davis has been aban- 
donned at 3960 feet. Doughboy Oil Co.'s No. 1 
Keeney is shut down at 850 feet. Yancy Oil 
Co.’s No. 1 North is shut down at 3900 feet. 
Robinson & Herrington’s No. 1 Cox is shut 
down at 3700 feet. McLester et al.’s No. 1 
Stroud has keen abandoned at 3650 feei 
Franklin Oil Co.’s No. 1 Jarvis is shut down at 
4250 feet; No. 2 Jarvis is shut down at 1225 
feet; No. 1 Cowden is shut down at 3050 feet. 
Columbia Oil & Gas Co.’s No. 1 Connelly is 
drilling at 2375 feet. Comanche Chief Oil Co.’s 
No. 1 Carr has 1400 feet of oil in the hole. 

In Howard County—The McCarley Oil Assn’s 
No. 1 Douthit near Big Springs on the Howard 
& Sterling county line was spudded in August 
13. Just below the surface it encountered 
rock formation in which it drilled 60 feet. 
When ihe rock was penetrated they got two 
feet of oil sand and the bit again penetrated 
a rock formation in which it now is. A rotary 
is being used in drilling this test. 

In Glasscock County—The General Oil Co.'s 
No. 1 McDowell has started drilling; The Tex- 
as Producers Oil Co.’s No. 1 Brunson is drilling 
around 820 feet. At 760 feet it is repo:ted to 
have had a showing of oil which was passed 
up. It is now ready to set caSing. 





North Texas Wildcats 


Wise County—Bridgeport Oil & Gas Co.'s 
No. 1 Deihloff, shut down, 615 feet: Union Oii 
Associations No. 1 J. G. Stevens, rotary 
moved, 995 feet; Lubbock-Bridgeport Dev. Co. 
No. 1 Remington, shut down, 1505 feet; Alvord 
Oil & Gas Co.’s No. 1 Parrish, Decatur Oil & 
Gas Co.'s No. 1 Sullivan and Wise Comanche 
Burk Oil Co.’s No. 1 McSpaun, rigs. 





Grayson County—Johuson et al.'s No. 1 Han 
dy & Thomas, shut down 2545 feet; Peters Oil 
& Gas Co.’s No. 1 Jackson, fishing, 295 feet 
and Viola Fet. Co.’s No. 1 I. & J. Extens‘on, 
rig. 

Montague County—Big Six Oil Co.'s N%. 1 
Dunn, shut down, 595 feet; Beaver Valiey Oil 
Co.’s No. 1 Hodge, shut dowi, 2345 feet; Frank 
V. Wright’s No. 1 Nelson Monroe, drilling, 2275 


49 


feet, and Nocona Oil & Gas Co.'s No. 1 Le- 


mons, shut down, 2235 feet. 

Cook County—Muester Oil Co.'s No. 1 Rob 
ert Yancey, shut down, 795 feet; McWilis Oil 
Co.’s No. 1 Slaughter, 


shut down, 135 fect, 
and McBond Oil & Gas Co.’s No. 1 Frazier, 
iimbers. 


Clay County—Misiey Mining Co.’s No. 1 Ed 
wards, drilliig, 1290 fee Nai! il Field; O11 
Co.'s N 1 Staudfield, dril 1800 feet: West 
th S 3 Osh Oo No. 1 Hu l big pl 
( Co  ( 1 \ KE. Ce f Deposiio Oil 
C\ No 1] “idl viling machi \ I 

man O11 ¢ No 1 Sia:dfieid, d 12 UY 

et Scal 2 Ql Ce rporat s N¢ 1 Douthi 
diilling 200 feet Wichita & Little Rock Oil 
& Gas Co.’s No. 1 Douthii hut down yA 


eet; Luna Oli Co.’s No. 1 Zihlmaii, H. H. Tem 
ple Nos. 1 aiid 2 Body, Cueba 
No. 1 Cueba auc Eik-Petiolia Oii Co.'s No. 1 
Douchiti are rigs. 

Stonewall County—Republic Oil & Gas Co.'s 
No. 1 White, drilling 200 feet, and Rosenfield 
et al.'s No. 1 Deudensing, drilliiig 600 feet. 

Baylor County—Duin et al.’s No. 1 Webb, 
hut down, 1545 feet; Harry Van Ness et al 
No. 1 Siyder, shut down, 1495 feet; Wilcox € 
al.'s No. 1 Robinson, spuddiig; Kans. Guif Prod. 
& Ref. Co”’s No. 1 Sievens, shut down, 495 
feet; Pure Oil & Gas Co.’s No. 1 Stevens, loca 


Dome Oil Co.’s 





tiou abandoned; Kelly4Green’s No. 1 Pot 
wood, fighting cave, 375 feet: Bristow Ref. Co.’ 
No. 1 Parker, iig, and Woods et al’s No. 1 Ha 
SON, i10Ca on 
Jack County—Great Piaiis Oil Co.’s No. 1 
Green, shut down, 2015 feet; S. D. Felt’s No. 1 
Younger, shut down, 795 feet; Hudson & Jack 


scn’s No. 1 Lindsay, shut down, 1970 feet; D 
McKenzie’s No. 1 Knox Raich, shut down, 565 
feet: Frontier Oil & Gas Co.’s No. 1 Lind-ay. 
rig; Benuett Syndicate’s No. 1 Knox, drilling 
250 feet: Bozania Oil Co.’s Nos. 1 and 2 Gant, 
shut down afier spudding in; Rosner & Cos- 
den’s No. 1 Cherryholmes, shut down, 1150 
feet: Roxana Pet. Co.’s No. 1 Olives, drilling 
795 feet: Cosden Oil & Gas Co.’s Nos. 1 Cher: 
ryholmes, water troubie, 3610 feety 1 Siewait, 
shut down, 2645 feet. 

Knox County—Knox Oil Co.'s No. 1 McGraw, 
fishing, 2295 feet; Deleon Pet. Co.’s No. 1 
Ward Ranch, spudding, aud Knox Leasing & 
Dev. Co.’s No. 1 Bates, rigs. 

Childress County—Plainview Oil Co.’s No. 1 
Ryan, derrick, and Duluth-Childress Oil Co.'s 
No. 1 Clutch, drilling, 910 feet. 

Wilbarger County—Liberty Oil Co.’s No. 1 
Smith, shut down, 995 feet; McCormick et al’s 
No. 1 Smith, shut down, 645 feet; Home Of] & 
Gas Co.’s No. 1 G. Waggouer, shut down, 815 
feet, 1 FP Waggoner, shut down at 8&0 feet, 
No. 2 Waggoner, derrick; Aetna Oil Co.’s No. 1 
Goss. shut down, 655 feet; Apex Oii Co.’s No. 
1 Ferguson, rig down, 1385 feet; Guyer-Trisler 
Oil Co.’s No. 1 Guyer, driiilng 1100 feet; Neal 
Hamilton Oil Co.'s No. 1 Neal, shut down 195 
feet; Beaver Farm Oil Co.’s No. 1 Womack, 
drilling 695 feet; Putnam-Sutton Oil Co.’s No. 
1 Waggoner, drililng 900 feet; Waggoner Col- 
ony Oil Co.’s No. 1 Taylor, drilling 925 feet; 
LaRue Oii Co.’s No. 2 Rogers, driliing 525 feet; 
Vernon Oil Co.’s No. 1 Lowe, derrick; Robin- 
son Harrington Oil Co.’s No. 1 MeCaleb, shut 
down, 195 feet; Keyes et al.’s No. 1 Hert, 
drilliiig 125 feet: Kansas City Oil Co.’s No. 1 
King, deriick; Vassey-Odeil Oil Co.’s No. 1 
Vassey, derrick; American Eagle Oil Co.’s No 
1 Kelly, shut down 645 feet; Byars Farm Oil 
Co.’s No. 1 Byars, driliiuag 150 feet; Home Oil 
Co.’s No. 1 Smith, derrick, and Guif Pro. Co.’ 
No. 1 Wsegouer, drilling 200 feei 

Foard County—Emeiaid Oil Co.s No. 1 
Johnson, drilling 2900 feet, and Willbarger 
Foard Oil Co.’s No. 1 Beasiey, drilling 720 
feet 

Hardeman County 
Wheat, shui down 1960 feet; 
Gas Co.’s No. 1 
Nee-No-Shee Oli 
down 495 feet: 


Hale Pet. Co.’s No. 1 
Okla Home Star 
Neill, shut down 2905 feet; 
Co.’s No. 1 Steward, hut 

Mid-West Oil Co.’s No. ] Gil 
liam. drilling 700 feet: Groesbeck Oil Co.'s 
No. 1 Park, Quanah Texas Prod. Co.’s No. 1 L 
Ward and Daniels et al.’s No. 1 Durham, der- 
ricks: Frazell Oil Co.’s No. 1 A. J. Martin, 





50 


derrick, Cayce-O’Neill’s No. 1 Norton, and Wil- 
barger Co. Oil Co.’s No. 1 Moffat, locations. 
Holliday and Archer County—Humbie Oil & 
Ref. Co.’s No. 1 Parkee, shut down 790 feei; 
King et al.’s No. 1 Mullineaux, shut down 1135 
feet; Silk, Langford & Smith’s No. 1 Scott, 
underreaming 2770 feet; Wilhelm et al.’s No. 1 
Mangold, shut down, 345 feet; Fore & Hey- 
drick’s No. 1 Fore, Texas Oil Corporation’s 
No. 1 Williams, Perkins et al’s No. 1 Andrews, 
rigs; Sparks et al.’s No. 1 Cowan, shut down, 
145 feet; James Dowd et al.’s No. 1 Haley, shut 
down, 175 feet; Von Hageman’s Nos. 1 Ed- 
wards, shut down, 795 feet, and 1 Gregory, shut 
down 20 feet; Holliday Southwestern Oil Co.’s 
No. 1 Nesbitt, shut down, 595 feet; Ashton Oil 


Co.’s No. 1 Herron, shut down, 710 feet: 
American Ace Oil Co.’s No. 1 Harmon, shut 
down, 645 feet; McLendon Oil Co.’s No, 1 


Skyles, fighting cave, 395 feet; Sinclair’s No. 1 
DeMoss, shut down, 1600 feet; Tri-City Oil & 
Gas Co.’s No. 1 Gore, drilling 525 feet; Union 
Oil & Prod. Co.'s No. 1 Huff, driiling 575 feet; 
Burk Archer Oil & Ref. Co.’s No. 1 Andrews, 
ligging up; Mankins Oil & Dev. Co.’s No. 1 
Maiikins, shut down, 125 feet, and Richardson 


et al.’s No. 1 Ada, location. 

Young County—Snowden Brothers’ No. 1 
Addie Graham, shut down 575 feet: Merrill 
Oii & Gas Co.’s No. 1 Hunt, shut down, 445 
feet; Roxana Pet. Co.’s No. 1 Donneil, shut 
down, 765 feet; Manhattan Oil Co.’s No. 1 


Johnson, drilling underreaming lugs 1985 feet; 
Moore et al.’s No. 1 Keene, shut down, 785 
feet; National American Ref. Co.’s No. 1 Scott 
rig; Cosden Oil & Gas Co.’s No. 1 Timmons, 
setting casing, 2880 feet; Mattie Tervin Oil 
Co..s No. 1 Stine Land, drilling 1565 feet; 
Humbie Oil & Ref. Co.’s No. 1 Marshall, un- 
derreamiig 745 feet; Staiey, Langford & Che- 
nault’s No. 1 Donneil, waiting on fuel; Arkan- 
sas Oil & Gas Co.'s No. 1 Jeffries, building 
rig; Southwestern Miami Oil & Dev. Co.’s No. 
1 McKeen, timbers, and Sun Co.’s No. 1 Don- 
ell, shut down, 95 feet. 

The Texas Co.’s Nos. 1 Graham is plugging 
back from 4100 to about 3900 to complete: 1 
Arnoid, still preparing to complete at 4668, 
crew moved to Biair well; 1 Blair, underream- 
ing 2530 feet, and 1 Mrs. Norris, underream- 
ing 1290 feet. 

Haskell County—Home Oil Co.’s No. 1 Cole, 
drilling 425 feet; Wyoming Shale Oil & Dev. 
Co.’s No. 1 Cobert, drilling 280 feet; Wright 
Prod. & Ref. Co.’s No. 1 Scott, cieaning out 
595 feet; Kouri & Johnson’s No. 1 Gooch, shut 
down 1095 feet; S. S. Kouri’s No, 1 Ballard 
Ranch, drilling 2475 feet, and Texas Central 
Oil Co.’s No. 1 Guinn, derrick. 

Throckmorton County—Sinclair’s No. 1 Wil- 
kerson, fishing 2055 feet; Kelly-Green’s No. 1 
John Davis, cleaning out, 1395 feet; Prairie Oi] 
& Gas Co.'s No. 1 Wood, salt water, 350 feet: 
Sun Go.’s Nos. 1-Reynolds, drilling 4080 feet, 


1 Matthews, drilling 1600 feet, and Roberts 
Interests’ No. 1 McKnight, rig. 
Petrolia—Wicher-Kennedy’s No. 2. Stine, 


moving on star, 1715 feet; Lone Star Gas Co.’s 
No. 2 Stine Brothers, moving on star, 1700 feet: 
Prudential Trust Co.’s No. 1 Keith, drilling 
610 feet, and Ashland Oil Co.’s No. 1 T. W. 
Johnson, derrick 

Pyers Section—Byers Pet Co.’s No. 1 Byers, 
cable rig, and Southwestern National Pet. Co.’s 
No. 1 Ligon, junked 1020 feet. 

Charlie Section—Gamble & Price’s No. 1 
Hansard, fishing 840 feet; Thornberry Oil Co.’s 
No. 1 Godfrey, shut down 1375 feet: Big Wich- 


ita Oil & Gas Co.’s No. 1 Prey, drilling 125 
feet; Red Bend Oil Co.’s No. 1 Holly, shut 
down 245 feet: Damon Oil Co.’s No. 1 Dean, 
drilling 320 feet. 

Friesberg~Krizan Oil Co.’s No. 1 Schmidt, 
undeireamiig 1835 feet; Madeline Rose Oil 
Co.'s No. 1 Lewis, shut down 395 feet; Burk- 
Petrolia Oil Co.’s No. 1 Lomax, rig down, and 
Jeiter Oil Co.’s No. 1 Cooper, star rig. 

Other Wichita County Welils—East Wichita 
Oil Co.s No. 1 Honaker, underreaming 1265 
feet. Griswold & Erickson’s No. 1 Fore, shut 


down 1825 feet: Sun Co.’s No. 1 Ed Waggoner, 
drilling 1020 feet; Wichita Falis Impr. & Dey. 
Co.’s No. 1 Hillcrest addition to Wichita Falls, 
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shut down; the 389 Oil Co.’s No. 1 Elliott, 
rotary derrick; Thrift (No. 5) Oil Co.’s No. 1 
J. Moore, drilling 125 feet; Biack Burnett Oil 
Co.’s No. 1 Donehoo, drilling 210 feet, and Den- 
ison Oil & Gas Co.’s No. 1 H. Riley, derrick. 

Armstrong County—Goodnight Oil Co.'s No. 
1 Goodnight, shut down for engine. 

Donley County—Leila Lake Oil Association’s 
No. 1 Inman, fishing 1015 feet; Don Lee Oil 
& Gas Co.’s No. 1 Gurner, shut down, 95 feet, 
and Buck Creek Oil Co.’s No. 1 Smith, spud- 
ding. 

Hall County—Coble Pet. Co.'s No. 1 Hallow- 
field, waiting for casing and Home People 
Oil Co.’s No. 1 Barnett, shut down 645 feet. 

Hartley County—Bivins-Dawson et al’s No. 1 
Dawson, derrick. 

Oldham County—Linox & Hester's No. 1 
Laudergrin, spudding, and Benedrum-Trees’ No. 
1 Sheldon, waiting for tools. 

Potter County—Amarillo Oil & Gas Co.'s 
Nos. 2 Matthews drilling junk 1545 feet, 3 Mat- 
thews collapsed casing 1795 feet, and 1 Lee- 
sivins, underreaming 495- feet; Ranck-Creek 
Oil Co.’s No. 1 Matthews, underreaming 1800 
feet; Haines Oil Co.’s No. 1 Trigg, shut down 
1535 feet; Emerald Oil Co.’s No. 1 Matthews, 
rig; Seven States Pet. Co.’s No. 1 Holbrook, 
derrick; Bonito Oil Co.’s No. 1 Bivins, White 
Parks’ No. 1 Matherson and Jacobs et al.’s 
No. 1 Bivins, locations. 

Randall County—Palo Duro Oil Co.'s No. 1 
Arnoid, third blow out of gas blew tools out 
of hole and damaged derrick. 

Wheeler County—Texas Prod. & Ref. Co.'s 
No. 1 Wilden, shut down 85 feet, and Texas 
Northwest Pet. Co.’s No. 1 Mertins, derrick. 

Lipscomb County—Hamilton Oil Co.’s No. 1 
Gray, shut down, 650 feet. 





San Antonio District 








HEAVY RAINS IN SAN ANTONIO DISTRICT. 


As a result of heavy rains in the San Antonio 
district during the week just past many wiid- 
cat tests have been forced to close down and 
ii has been impossible for scouts to reach the 
wells. At Kerrville fourteen inches of rain 
fell making the section in that vicinity almost 
impassibie. 

1 Duval County—The Empire Gas & Fuel 
Co.'s No. 1 Beecher is drilling around 3315 feet 


and was reported in a good looking sand. 
The Mar-Tex Oil Co.’s No. 1 Ridder tested 
salt water around 3031 feet and is drilling 
deeper. The National Oil Co.’s No. 1 Schallert 
is drilling around 100 feet; The Lyman Oil 
Co.’s No. 1 Lubby is standing at 1560 feet; 
Abercrombie et al.’s No. 1 Valleo is driiling 


around 835 feet. 

In Kerr County—L. N. Shaw's No. 1 Spicer 
is shut down at 780 feet. 

In Kinney County—T. O. Taylor’s No. 1 Fee 
is drilling around 2625 feet. 

In Milam County—H. R. Bartlett's No. 1 
Hurtz is drilling around 2500 feet with a show- 
ing of gas. 

In Medina County—The Eggleson Oil Com 
pany has taken over the leases of Requa and 
Benedict consisting of 30,000 acres and wil! 
develop the property; The Medina Somerset 
Western Oil Co.’s No. 1 Garnard is a derrick; 
The Medina-Frio Oil Co.’s No. 1 J. H. Black- 
hailer, is drilling around 800 feet: The Kimble 
Oil & Development Co.’s No. 1 Gates is drill- 
ing around 780 feet. 

In Real County—Benedum 
Patterson is a location. 

Live Oak County—Ed Mattison’s No. 1 Fee 
is a derrick; W. M. Stephenson et al.’s No. 1 
Michaels is drilling around 100 feet. 


& Trees No. 1 


In Bell County—The Bell Williamson Oil 
Co.'s No. 1 Warwick has a showing of oil 
around 1040 feet and is testing: The Bell 


County Oil Co.’s No. 1 Walker is drilling below 
900 feet; Dr. Merchant et al’s No. 1 Burris has 
been abandoned after testing at 402 feet. It 
will be drilled deeper in the near future; The 
Nolan Bell Oil Co.’s No. 1 Bacon is a derrick. 


August 30, 


BURKBURNETT WELLS NEARING 
COMPLETION 
(Continued from Page 32.) 
drilling 1650 feet; Quadruple Oil Co.'s 
Taylor, drilling 1600 feet. 

Roberts & Hill’s Nos. *4 Evans, *2 a 
Renner, on sand; Ryan Pet. Co.’s Nos. * 
*c 6, *7, *8, 9, *10, *15, *16 and *17 
goner, all below 1500 feet; Ramming « 
No. 1 Allen, shut down 1585 feet; R.: 
Burkburnett Consolidated Oil Co.’s \ 
Evans, drilling 1590 feet; Ranger Burkb: 
Oil Co.’s *1 and *3 Waggoner, drilling 
feet: Rowe & Kendrick’s No. 2 Wagg 
drilling 1670 feet; Red River Dome Oil 
No. 3 Taylor, shut down; Ramsey Oil 
No. 1 Evans, drilling 1520 feet. 

W. G. Skelly’s No. 9 Ramming, drilling 
fect; Summitt Pet. Co.’s No. 2 Renner, 
feet; Seigle & Martin’s Nos. *2 and *3 | 
shut down 1690 feet; Skelly Oil Co.'s 
*2B, *6B, *1A, *2A, *3A, 5A and *7B 
goner, 3 Elsea, 9 Ramming, all below 
feet; Sioux Oil & Ref. Co.’s No. *1 Ge 
drilling 1620 feet; Snyder & Perkins’ N 
Serrien, 1670 feet; Sky Line Oil Co.'s ° 
Holzin, 1668 feet; Silver Star Oil Co.'s 
Roller, drilling 1600 feet; Sanders & Ta 
Nos. *3 and *4 Brannon, *1 Elsea, shut « 
1680 feet; Staley Langford & Chenault’s 
*3; Waggoner, *2 and *3 Schmisseur, *1 \ 
*; and *5 Morgan, all below 1500 feet; Si 
Taylor (No. 3) Oil Co.’s No. *1 Michner, 
down 1644 feet; Southwestern Pet. Co.'s ° 
*>, 3, 4 and 5 Elsea, shut down, and ° 
Vogel 1550 feet; Silver Cycle Oil Co.’s 
Renner, shut down 1754 feet; S. W. S 
Co.’s Nos. *2 and *3 Schmisseur, shut 
1660 feet; Sinclair Oil Corporation’s N« 
and 3 Brannon, shut down 1670 feet; Swi 
Qi: Co.’s No. *1 Elsea, 1680 feet; J. I. St 
Nos. *1B, 1A, 2, *3 Taylor, 3 Waggon: 
and *4 Taylor, all below 1500 feet. 

Texas Big Four Oil Co.’s No. 1 
diilling 1570 feet; Travelers Oil Co.’s N 
George, shut down 1540 feet; Tex-Cal Oil | 
No. 1 Vancleve, drilling 2240 feet; Thriit 
4), Oil: Co’s Nos, *4, *s, 76. 7-and * 1 
non, all below 1500 feet; Townsend Oil 
No. *3 Renner, 1730 feet; Texas Boy Oil 
No. 1 C. Roberts, drilling 1940 feet; Thi 
& Martin’s No. 1 Evans, fishing 1565 
Texas Consolidated Oil Co.’s Nos. *1 
Elsea, on sand; Texas Ranger Oil Co.’s 
*3, *4, *6, 7 and *8 Brannon, shut down; 
nessee Chief Oil Co.’s No. 1 Evans, dril 





Qj} 


Th 
WX 


Mors 


1510 feet; Texas Burk Oil Co.’s No. 1 Mor; 


shut down 1708 feet; Tomax Oil Co.’s \ 
Taylor, shut down 1545 feet; Texas Chie! 
Co.’s* No. *2 Taylor, shut down 1635 
Tomanian Oil Co.’s Nos. 2 and 3 Taylor, : 
ing 1620-1590 feet; Texas Pro. & Ref. | 
Nos. *1, *2 and *3 Renner, below 1500 
Tollinder & Goodwin’s No. 1 Vogel, dril 
16s0 feet; Texas Star Oil Co.’s No. 1 § 
drilling 1500 feet. 


United Producers Co.’s Nos. *5, *6, *7, ** 


and *10 Waggoner, below 1500 feet; U1 
Southern Oil Co.’s No. 1 Schnakenburg, 
down 1845 feet. 
Virginia Oil Co.’s 
shut down 1810 feet. 
Willis-Ramming’s No. 2 Renner, drilling 
feet; Willis & Farris’ No. *1 Taylor. 
down 1700 feet; Western Star Oil Co.’s N: 
Taylor, drilling 1575 feet. and No. 1 Hari 
shut down 1775 feet; Willow-Bloom Oil ‘ 
No. 1 Elsea, shut down 1655 feet: Western 
Corporation’s Nos. *2 and *3 Elsea, *2 
*1B Taylor, on sand; Weimar Oil Co.’s N« 
Evans, on sand; Waurika Oil Co.’s No 
Taylor, 1652 feet; Bob Wood Oil Co.'s 
1 Morgan, on sand; Webber-Tucker’s Nos 


No. 1 J. F. Wagg: 


hut 


*o tA, 2A and *3A Elsea, all below 1500 1¢ 
Waggoner-Green’s No. 1 Waggoner. dril 


1606 feet; Wempie Oil Co.’s No. 1 Bran 
drilling 1700 feet; Wichita American Oil ¢ 
No. 1 Morgan, shut down 1560 feet; G 
Wood's Nos. 3, 


all below 1500 feet. 
Young & Kennedy’s Nos. *2 
non, on sand. 


1 


and *3 Bi 


4 and *5 Morgan and 1 Ev: 
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The Hughes Reaming 
Cross Roller Bit 





To those who want a CROSS ROLLER 
Bit we now offer the best of its kind for 


$250.00 
for 93 Size 


OTHER SIZES IN PROPORTION 





The Hughes Tool Company 


Houston, Texas 











Eureka Tool Company 


OF TEXAS 
RANGER, TEXAS 








Manufacturers of 


Oil Well Tools and Equipment 
Complete Line Fishing Tools 


HUD 


Machine Shop, Prepared to do All 
Kinds of Repair Work, Now 
In Operation 
All Equipment New and Modern 


On Main Street, West of McCleskey Hote! 


RANGER, TEXAS 


























Patented April 4, 1916 


Ratigan’s Sure Grip 
GRIPS AND CLAMPS 


For use on Polished Rods on Pumping Wells, Tubing, 
Casing and Bailers 
The only quick acting Grips and Glamps 
on the market that will securely 
hold without injury 


Used as regular equipment by many of the largest Oil Producers. 
Demonstration and free trial to any reliable concern. Sold direct 
to Oil Producers. Write for descriptive circular. 


MANUFACTURED BY 


J. P. RATIGAN 


700 North Main Street Los Angeles, Cal. 
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Summer Consumption Begin- 





th 


August 


Decrease in Gasoline Stocks Shown by Report 
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' ULE to produ gaso ° P ‘ | ‘ r ame month prev yea In 
1D) | cid: as ae ning to Show Effect on Supply eerste ee Fae 
ee, \ , , export. On the oiher hand, domestic co 
AN may, £ wr = omew different aspe to e situation as io by far the greacest factor enterin; 
&, P ed decline 3s9.0;(8 2 on S( mY kei shi @ } Crease 
: “ rccin ompared with the close of May agit gs moiety Shows an increase. 
im ial These facis are shown in a report 
Fuel oil siocks increased by more than 2 Expoits of gasoline during June, 1919 pay by the Depariment of the Inierior, Bure 
gallons during monih, presenting a maiked falling off as compared with tl Mines. The report follows in full 
OUTPUT OF REFINERIES IN THE UNITED STATES FOR JUNE, 1919. 
. 
F Ee = Daily Average 
aac per UF Ug Es o g 
1919 S33 sor £52 & ss 3 2 = 
oem | Sor | Be qi fF & 2 < : . 
Q sey | ~~ weed x3 =>, — ~ 5° = 8 
SZe SSe p-6 28 SES E iS es == = 
x bls py — —_ | UO are ad co a = = — 
Crude run(bbl) 6,389,623 1,735,649 , O80,671 7.034.825 1.153.957 {S0.049 8 920.764 964.025 938 016 \ 
Oils purchased 
& re-run (bbpl.) 619,519 121,028 07,005 739,785 491.86 831,865 3.992.009 133.067 116,109 
G (gal).. 63,103,531 21,669,372 59,634,838 75,429,2 66,130,421 17,767,128 34,602,447 338,336,985 11,277,899 10.500.781 7.7 
Kers'’} (zal 61,560,627 15,575,094 8,314,045 & 982,747 14,851,573 4,671.84 9,018,297 178,974,224 »,965,807 9,061,342 »,( 
G & Fuel 
gal) 9,886,293 12,413,819 39,533,189 116,611,686 160,047,089 24,713.32 00,509 632,205,805 21,073,527 20,961,401 16,5 
Lube (gai) 21),490 501 14,739,920 4,064,092 9,845,638 10,085,495 156.206 756,301 64,636,153 2,154,538 2,480,700 2.0 
Vax (lb 7,362.1 6,587,431 111,456 2,584,255 5,967,991 78,567 126,349 34,818,104 1.160.603 1.377.260 1.2 
€ (LOii) 16,6 Lad T3098 S34 9927 1.89% 11,302 1,379 1,553 
\S] (ton) 5 687 3 1()2 22 21,276 15,745 73,165 2.439 1.677 
gal) 75,638 7,512,922 26,039,822 66 26,871.605 18,396,048 24,770,314 121,500,018 4,050,000 2,703,697 1. 
bbl.) 1°6.442 109,946 142,257 (0.746 200,974 HS.311 157,069 1,815,748 43.858 $2,739 
STOCKS ON HAND AT REFINERIES, JUNE 20, 1919. 
a ake Total Stocks End « 
gas a ~ E ae 2 ? 3 
191 O38 Zo Sbe Og g <a: : io 
er ~ = ati cs ~ CS om = 5 a Bc 
Ri. i) = oe =o 5 nS =O Dy, = Sie “hee 
Bog ans BES Oagx BQ O85 3 ae SS = 
= 
{ 1 Oil (bbl.) 2 281482 1.453.852: 1,005,918 2,705,682 6,960,241 SOL SOI 1,567,185 16,775,723 11,9 | 7 
\ purchased he (Db1.) 2()6,839 110,511 282,850 63.956 159,017 64,631 082,666 1,270,470 o } 
G e (gal.) 173,012,530 667,516 114,418,046 87,836,895 11,378,802 2,418,40( 31,164,421 593,896,610 418,44 i} 
} sene (gal 72,539,508 21,864,669 18,580,238 11,309,943 112,868,020 2,737,078 12,642,981 252,542,434 426,28 | 
Gas & Fuel (gal.) 104,863,015 25,266,569 — 43,952.235 190,860,894 222,567,386  23,.313.414 200,967,174 811,790,637 5507! & 
| (ga 72,272.659 29,212,028 19,197,180 14,682,711 6,169,605 211,418 13,579,174 175,384,775 158.3 
Wax (ib.) 101,277,571 >8,05 a4 37,129,785 7,760,29: 69,305,337 506.308 670.266 254.705.4114 169.424 i} 
G 824 2.408 7067 12,448 6,81 4.848 ee $3,407 ] i} 
phalt | $5,458 2,841 9,783 16 7,47 11 12,800 108,384 | 
¢ 89,887,426 L.OS87,080 92,202,177 41,747,851 159 959,672 12,502,850 65,078,643 452,475,704 273.87 
COMPARATIVE ANALYSIS OF PRODUCTION AND CONSUMPTION 
First Half of 1919 and 1918 
(Unit of gallons 
GASOLIN KEROSENI GAS & FUE! LUBRICATIN( 
O) 1919 1918 1919 1918 119 1918 1919 191 
Leah os S0.117,829 97 2 7 77,899,112 8.853.574 136.8 
1 (4 7469 t¥ ‘ 84.701 12 1 
\ { 2 2 | ? 6 14 ik Tay. 727 46 
} 
Z 2 2,29 | é 1,864,544 
2 ( IN7.91 7 2 8.727 224.515,032 oes 
) . » » 10.637 704.759 75.324 77 158 
9 j \ 86.692 .27 1.425.864.784 \ y, - 62 600.144 948.757.787 46 
I Ss taken fron D of the Bureau « Stl Com cf 
> ves gaged relgn trade 7919 2.975,1 yb] 
} r Hamilte / k 
| LATTIMORE, BOULDIN & LATTIMORE W. L. Miller Chas. H. Row H. L, Hamilton eA. | 
Attorneys at Law HAMILTON & WALKER | 
: a ea MILLER & ROW : 5 | 
FO WORTH, TEXAS Petroleum Geolcgists and Engineers 
Speciai Attention to Oil and Gas OE SOA SECO TS EXAMINATION DEVELOPMEN | 
Litigatio - 
bbs ac L igation - 427 Gunter Bldg. ie 608-610 Carter Bldg., Houston, Texas | 
Suite 300 Burk Burnett Bldg. Lamar 3339 502 First Nat'l Bank Bidg., Denver, Col. | 
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Made in 
1. 2- 34- and 5-Ton Adapted to all loads 
Sn and all roads 





IT HAS 
Continental Motor, Cotta Transmission, Timkin Worm Drive, Timkin Roller Bearings 


and Everything Else Good 


FULTON-FELIX ALLEN CO. 


State Distributors 
sie 1109-11 Patterson Avenue DALLAS, TEXAS 
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rr Fy N = | B bo HE Directorate of this Bank is com- 
8, ! sed of ho h de a suc- 
bass r i irst auiona an cess sven alee of se 


f= s f wh side:ed h 
| WICHITA FALLS, TEXAS Resources, $9,000,000.00 ore oon ae eon eae 


largest independent oil operators in the 
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3 87 7 Southwest, and for this reason we feel 
DIRECTORS % Rie al 
| R. E. HUFF, President that we are in position to offer the oll Men 
{.McGREGOR, .  . Vice President L.R.BUCHANAN, . -  . Cashier the very best Banking connection that can 
E. McCUTGHEN, . - Vice-President J.S BRIDWELL, Independent Gil Operator aie ° =, ee 

D M. GATES, . ‘ Vice-President T. J. TAYLOR, Independent Oil Operator be had - the North Texas fields. When 
GLINE, Ind Oil Operator . Vice-President T. W. ROBERTS, Capitalist you come to Texas write us or call to see 

iN F. O' DONOHOE, Independent Oil Operator J. W. STRINGER, Capitalist ; : hae ee : : 
ING FOWLER, Independent Oil Operator T. B. NOBLE, Manufacturer ays welcome Is awaiting you at this Bank. 
1918 E. NORTON, Independent Oil Operator W. M COLEMAN, Ranchman Have your mail or telegrams sent in our care 





























We Have the Largest Stock of Pipe Fittings 


83 IF YOU WANT WHAT YOU WANT—TRY US 

BELTS, PACKING, DRILLING HOSE, Etc. 
r | «. L. WILSON HARDWARE COMPANY 
a BEAUMONT, TEXAS | 
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‘Dims BURG MARKET REPORT | 


. — By Jo RP Gappeau Sons. — 
(ea. w, Members Pittsburd Stock Exchange 


DD \ i latul 

< i S Chait 
i pe ritie 

lz 2 I Ss ails 

2 € } v New York 
Kn au e i pal oO yee} \ 

i \ « n p Va t Tut 4 . 

L ¢ ¢ t narKet | l uestion 

Wil f e sullicien Iunds tor the 

rge loans in this direction while important 


agricultural, industrial and foreign affairs are 
steadily increasing their demands on the money 

arket 
the near future there may be interesting 


nnouncement made by the Lone Star Gas 
Company in reference to their stock, which 
should materially increase the activity of the 
market. During the week the stock sold at 280 


high, 265 low rights on, and the last sale 193 
rights. The stockholders of record July 25 


shares 


held 


rights 
Pissiit 


received the to subscribe to two 


new stock for every three shares now 


It steers like a touring car—a Service truck does. 


the oil fields of Oklahoma. 


her 


FIFTY COMPANIES BEING INVESTIGATED 
BY FEDERAL TRADES COMMISSION. 


y ou mpanile With interests in the 
is fieids ide investigation by the 
ral Trade ommissio according to a 

spatch from Washingion recently. The com- 
10n ha ent to Texas two special repre- 
ives to make inquiry into the operations 
companies against whom complaints 

en ied 

dispatch from Washington Says 

Stigations of ome fifty complaints 
i of wil tocKs in the Texas 
lds 1s under way by the Federal Trade 
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at $100 per share. The payments are 
over a period from September Ist to April 30th. 
The righis were 65 bid and sho I 
re The compaiy should « 


iround § rill Into a 
good sized production in Texas and fo 10 
vho are iooking for a safe investment with 
speculative possibliities we wouid advise tl 


this stock at prevailing price 
Trais-Ceiutine ii sold at 47 to h 
ompanies which are going it he deal, such 
as River Wesiei and Eastern and Pittsburgh 
did not advance io an 
exchange. The prefe olders of Rive 
ide Compaiy should receive their cash 
ment within 30 to 60 days, while the exchai 


purchase of 


even basis ol 


ired Stoc k] 


( the common stock wil 
mated before the latter part ot 

he time consumed in closing up the 
affairs to legaliy make the transf 
Refining was the center of 
activity and trading was 


isum- 
due 
com 


hardly be coi 
October 


pany’s 
Mariand interest 


as lar as concerned 


with a daily average of 5 to 6000 shares chang 
ing hands and the stock sold at 7% high 7% 

Earn. Before 
Yeal Fed'l. Tax 
1912 Dias rate ae oa Meat ; css | OOOO1 IT 
SEREER 359. tose nar es Deane acteteiss loki beta 46,168,955 


1914 ‘ eh ; ; ae 31,798,849 
1915 1, 396,922 
1916 2,426,692 
1917 105, 78: 8a yR 


1918 101,614,143 


TNRONNReeNEUOHUUeReneyNnenAttecimeeittr ST Sit 
Commission. The 
its investigators 
tions to make a 


commission has sent two of 
into the with instruc- 
searching inquiry into the 


region 


cases. The complaints were lodged with the 
commission by competing coucerns selling 
stocks or others interested in the legitimate 
development of the fields.’ 

eee See 


NEW PETROLEUM CO. 

The Canada Petroleum Co., a 

ganized concern, has opened offices in Tam 

pico. Scott M. Handley is vice president at 

Tampico and will have charge of the offices 
of the company, 


recently or 


aL Tan WM LLLILITY 


August 31 


low and 7%, last. For patient holders 
Marland is a good purchase based 
valuation of the property and future p 
ties as well as considering the fact 
company is paying 14! per annum 
deids on par $5. During the week the 
diilled na 1000 barrei well li Kay 
Oklahoma, which was an off-set to tl 
Miller No. 1 

On severai occasions we have advi 
clients not to overlcok the possibili 
Standard Oil Subsidiaries, as these con 
were steadily accumulating assets and 


ter had noi 


ties. In col 


discounted all the future | 
nection with the preferr: 
offering S. O. of New Jersey, its 

ancial statement since the dissoluti 
public—that statement s 
$101,614,144 before de: 
which amounted, to $44, 
$57,283,784. Last year’s « 
preceding years comp 


given to the 
net earnings of 
federal tax, 
leaving net of 
and those of the 
follows: 


Federal 


Earn Afte Divi 
Taxes paid & Deductions 
accrued Fed'l. Taxes. 


$ 289 S30 
477.085 


$35,107,887 
45,691,869 59. 


341,215 31,457,034 19,t 
619,679 60,777,243 19, 
1,634,632 70.792.059 19.667 
25,019,916 80.019.916 194 
44.330,359 57.283.784 19+ 





And the above picture shows a woman driving one of the Service models now in u 
Several of these trucks are now being used in the West Texas fields. 
husband every day, and finds that driving a Service truck is not such hard work, enabling her husband to save the hire of an extra 


The tady shown at the wheel above 


OIL FIELDS GAS COMPANY ORGAN! 


For the purpose of supplying 
for commercial purposes to the various 
of the oil district in West Texas, th: 
Fields Gas Company has been organized 
a capitalization of $500,000. 

The company has a line into Desdemona 


reports work on its line to the new tow 
of Jakehamon in progress now. It will 
its lines to the various towns and cities 


of the Desdemona section. 

J. W. Head otf Fort Worth is president « 
company, E. A. Perry of Coalgate, Oklal 
vice president, and E. J. Ruhl is managt 


natural 
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| DP wail 
_Burkburnett=Ranger 
| 
_ West Columbi al 1S UOST: 
| es OlumMmpIa 
| The real cost of a commodity is always in the 
| ‘ad , : background. Sometimes it is never ascertaines 
|| We are handling Leases, Production and Stocks sae : es oncaeid aa siativieazeies 
° yvecause the purchase gives service for generations. 
in the ‘‘Big Three’’ above, as well as the other AE NO ae SO AN De a 
‘ ee = a ever. ie ¢O er-Sstone, irre e OrK ant root oO 
roducing fields of South, Central-West and sah aii tn thas eaiteiina® Par dieieie nas 
w a4 uy io 6§ al < i itl is Ul Yud 
North Texas. The experience of several years ity, Service and Originality. 
dealing with Stocks, Leases and Production is QUALITY 1 sense i — 
f AbilI In a broad sense 18S composite in ll H 
jurs—and yours for the asking. and Gas Well Drilling Equipment and Tankage it 
means the selection of the materials best suited to 
Withstand exposure, rough handling and continuous 
WRITE WIRE PHONE use. Jt means rigorous inspection during fabrica 
i tion and the loyal interest of intelligent and expe- 
il rienced employees. 
] 
| THE SERVICE is one of the most abused words in the 
] English Language. It is closely allied to Quality, 
i but as used by us, has a double meaning. The Equip- 
i HOI S j ON S l (x: kK ment which we manufacture gives’ Service. 
| “PARKERSBURG” Organization, Enthusiasm and 
Hl Capability give Service. The latter service is evi- 
| HK x Cl [A N( 4B dent in unbroken promises of shipment, careful 
| checking to prevent shortage, standardization of 
i parts to facilitate assembly and interchange, and 
Il a on ae every precaution against delay and disappointment 
Gulf Building Houston, Texas at the point of destination. 
| 
= ——SS SS ORIGINALITY is expensive. It means travel, . 
study, experiment and constant improvement—but 
it gives leadership. Leadership is emphasized by 
imitation but cannot be duplicated—as imitations 
are necessarily superficial—seldom as much as skin 
deep. SIXTY PER CENT of the Oil and Gas Well 
Drilling Equipment and Tankage used in this coun- 
try is ““PARKERSBURG.’’ That it is being imi- 
tated speaks well for it. 
e sd . -Trpct 
hat Give Service Put eost in the background. Buy ‘*PARKERS- 
BURG” Oil and Gas Well Drilling Equipment and 
Tankage for Quality, Service and Originality. Low 
cost, lack of knowledge, experience and organiza- 
tion, fabrication in poorly equipped shops by un- 
skilled men and imitation of original ideas cannot 
sell these necessary qualities at any price. They do 
° not have them. 
LL kinds of Tent, 
Auto Cover and Tar THE PARKERSBURG 
ee RIG & REEL CO. 
‘ ‘ . 
Immediate Shipment. 
Main Office and Works 
PARKERSBURG, W. VA. 
Western Office and Works 
TULSA, OKLA. | 
DA I a AS I I IN i X Branches and Tank Setting Crews at 
CLARKSBURG, W. VA. BLACKWELL, OKLA. 
A VW | DRUMRIGHT, OKLA. BILLINGS, OKLA. 
Ps e HOMINY, OKLA. AUGUSTA, KANS. 
WALTER, OKLA. ELDORADO, KANS. 
° OKMULGEE, OKLA. RANGER, TEXAS. 
| 2620 Main St. DALLAS, TEXAS 
I F 
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PETROLEUM MARKETED IN THE UNITED STATES IN 1917 AND 1918. 








Russell Lloyd, U. S. Geological Survey, Department of the Interior.] 
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BURKBURNETT OIL FIELDS 
Showing Burk-Waggoner District and also Grandfield District 
of Tillman County, Okla., across the river from the Burk-Wag- 


goner Pocl. Blue Prints 75c;: White Prints $1.00; White Linen 
}| $1.50. Snowing all wells and latest subdivisions. 





OIL MAPS—Mail Orders Filled Promptly—Any County 


August 





OIL FIELD MAPPING CO. 
M. H. Bennett, Mgr. 
Texas Oil Maps with index of origi 
ownership, $5.00 on cloth; $3.00 on wi 


paper. 
511 Main St., Ft. Worth, Texas. 








Epwin L. Porcnu, Jr., E.M 
PETROLEUM GEOLOGIST AND MINING ENGINE 


Alamo National Bank Building 
SAN ANTONIO, TEXAS 


Formerly Assistant Geologist, Bureau of Econom 
Geology, Austin, Texas 











MAURICE HIRSCH and ALLEN HANNAY 
ATTORNEYS AT LAW 


Scanian Building 
HOUSTON, TEXAS 


Specializing in Oil Law and Land Law 








J. L. GOGGANS 
Attorney 


American Exchange Bank Building, Dalias, Texas 
SPECIAL ATTENTION TO LAND 
AND OIL MATTERS 


Refer to American Exchange National Ban; 
DALLAS, J EXAS 








SAVE OIL 
Increase the EFFICIENCY of Your Plan 
By Using 
LEAHY OIL BURNERS 


TENNANT-LOVEGROVE, Agents 
HOUSTON, TEXAS —— 








MARSHALL SPOONTS 


ATTORNEY AT LAW 
FORT WORTH, TEXAS 


Thomas Building Phone 
413% Main St. Lamar 31% | } 

















TEXAS RIG BUILDING CO., Inc. | 
OIL FIELD CONTRACTORS 


| 
504-505 TEXAS S.ATE BANK BUILDING 
| 
| 





FORT WORTH, TEXAS 


VARDS: 
Mineral Wells Albany Strawn 





Lumber, Rig Irons and Supplies in Stock a! || 
Strawn, Albany and Mineral Wells 





Lo 











Latest ownership maps of Texas Oil Field 
showing all oil development. 

Lone Star Blue Print & Supply Co. 
Architect and Engineers Supplies 
704-06 Commerce Phone Lamar 13 
FT. WORTH, TEXAS 
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THE OIL 


INVADER 
JIL & REFINING COMPANY 


CAPITAL, $2,000,000 
Producers of High Grade Oil in the Famous Fields of 


KANSAS, OKLAHOMA and TEXAS 


tGANIZATION 
Oklahoma Corporation, chartered in February, 1917. 
ROPERTIES 
Own over 20,000 acres of carefully selected leases in the 
oil fields of Kansas, Oklahoma and Texas 
RODUCTION 
Have more than 50 producing wells. 
EVELOPMENT 
§ additional wells 
\RNINGS 
Paid 32 cash divigends to stockholde1 
\NAGEMENT 
rhe Invader Company is under the direct management and 
supervision of reliable and successful oil men who have had 
years of actual experience in producing oil and op 
il properties. 


now drilling. 


3; in past 2 years. 


rating 


B. FRANK WOOD, General Manager 


INVADER OIL & REFINING COMPANY 


MUSKOGEE, OKLAHOMA 
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THE EDWARD SOPH CO. 


Dealers in 
SCIENTIFIC MATERIAL, LABORATORY APPARATUS, 
SPECIAL EQUIPMENT FOR REFINERIES, 
GASOLINE AND INDUSTRIAL POWER PLANTS 


224 E. Third St. Phone 6659 TULSA, OKLA. 
Recording and_ Indicating 
_ Gauges. 


If you are operat- 


Tycos Recording and Indicat- 
ing Thermometers. 

Hydrometers. 

Distillation Apparatus. 

Swartwout Rotary Ball Bear- 
ing Ventilators. 

Swartwout Casinghead Gaso- 
line Traps. 

Swartwout Casinghead Gaso- 
line Separators. 

Penberthy Automatic Safe 
Guard Gasoline Gauges. 
jigh Pressure Gauge Glasses 
n lengths up to and includ- 

ng 60 inches. 

rosby Continuous Relief 
Valves for casinghead gaso- 
line plants. 
is and Glass Tubing. 

‘ays Oxygen Analyzers for 
jetermining amount of air 
n gas. 
pecific Gravity Apparatus 

- for determining quality of 
caSinghead gas. 

top Watches. 
scosimeters and Receiving 
Glasses for same. 

pray Cooling Systems. 
ample Oil Bottles and Lab- 
oratory Glassware. 


ing or contemplate 
building a Refinery 
ot Gasoline Plant 
we can serve you. 

We do not 


oil well or mill supplies. 


deal in 


Our business is strictly 
scientific apparatus and 
such material as is, as 
a rule, foreign to an oil 
well supply store or a 


mill supply concern. 
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Keystone 
Wire | 
Strainer 
Lead Seals, Etc. 


Y, 


LAYNE & BOWLER CO. 


HOUSTON, TEXAS 
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INVESTORS 


MAILING LISTS 


if you have Stocks or Bonds to 
me at onces 


sell, write 
Can furnish ths Stockholders’ 


names in 90 different Oit Companies and 200 
other industrial companies, and 300,000 In- 


vestors by States. You will get a lot of other 
information also. 


A. F. WILLIAMS, Mer. 
LIST DEPT. 

166 W. Adams St. 
Established 1880 


CHICAGO 
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“SEGURO” PETROLEUM CO. 


OIL INVESTMENTS PROPERTIES and LEASES 
Inversiones en Aceite Propiedades Y Arrendamientos 


Write us for particulars. YOU will 
be INTERESTED 


Escribanos pidiendo informes. 
tomara interes. 


SEGURO PETROLEUM COMPANY 


General Headquarters - 9th Floor Mason Bldg. 
Oficinas Generales - - Post Office Box 841 


HOUSTON, TEXAS 


Usted 
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“MACWHYTE’ 
































‘‘Macwhyte” Wire Sandlines 
‘‘Macwhyte” Casing Lines 


Always Thirk of ‘‘MACWHYTE”’ Lines 
For ‘‘MACWHYTE" Stands for Perfec- 
tion in Wire Rope for Oil Country Use 








“ MACWHYTE ” WIRE ROPE IS MADE IN 
ALL GRADES AND ALL CONSTRUCTIONS 


Macomber & Whyte 


ROPE COMPANY 


MANUFACTURERS WIRE ROPE AND WIR! 


KENOSHA, WISCONSIN 
( Write for Oil Well Catalog) 


BRANCHES: 
CHICAGO, PITTSBURGH 


AGENTS IN ALL OIL OR GAS PRODUCING CENTER 
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GULF “~ 
Refining aoa ve 





District Sales Offices 
i} Bess Ne rleans 

| O m p a n Vy Philadelphia 

] 


REFINERS OF OKLAHOMA 
TEXAS AND LOUISIANA 


|| PETROLEUM 


| REFINED OIL 
| GASOLINE 

| NAPHTHA 

GAS OILS 
PARAFFINE WAX 






































| ASPHALT 

ms | 

A Fuel Oil—Lubricating Oils 
. CYLINDER ENGINE CORDAGE 
fle} 

wine PTDL RED AND PALE PARAFFINE OILS 
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For greater safety 
and speed in drilling in deep’ 
/ or difficult territory use Byers 
/ Drill Pipe or casing; made of tough, 
| fibrous, genuine wrought iron. Where 
conditions are extremely severe Byers 
upset rotary drill pipe is breaking all 
records for reliability. 


Send for a copy of Byers Oil Country Calendar. 


A. M. BYERS CO., Pittsburgh, Pa. 


Established 1864 


DALLAS: American Exchange National Bank ; 
D. L. Schofield, District Sales Manager 
Tulsa Representative 
J. R. Edwards / 





